SUPPLY YOUR 
W ANTS 
BY USING OUR 
CLASSIFIED COLUMNS. 


ESTABLISHED 1881. 


FU UL- L E A S E D W IRE P R E S S S E R V IC E 
E v e n i n g G a z e t t e 


JUDICIOUS 
ADVERTISING 
COSTS 
NOTHING 


XENIA, OHIO, MONDAY, JUNE 23, 15*10. 
PRICE THREE CENTS. 
— 


I GIVES OFFICIAL 
E THAI IT WIL 


I 
L 


KILLED IN 


PRESIDENTAL SALUTE 
HAILS 
DR. 
PESSOA UPON AR­ 
RIVAL IN NEW YORK. 


F argo, N. 
D-, 
Ju n e 
23.— F erg u s 
F ails, Minn., lies in ruins today and 
soldiers are searching the debris for 
th e bodies of hundreds of persons re­ 
ported to have been killed by the to r­ 
nado which sw ept th ro u g h the town 
la te yesterday. R eports received here 
ea rly today placed the death list at 
from 300 to 400. E a rlie r estim ates 
gave the num ber of dead as about 
200. 
Relief train s are on their w ay toj. 
F e rg u s Fulls to aid in the work of 
carin g for the dead and injured and to 
give assistance to tow nsfolks w hose 
hom es have been demolished. G over­ 
n o r B urnquist, of M innesota, is in 
personal charge of the relief 
w ork 
and is expected to reach F erg u s F alls 
today. 
M em bers of 
the 
sa n ita ry 
corps*Ifo u rth regim ent, M innesota n a ­ 
tional guard, and a num ber of doc­ 
tors, nurses and railw a y officials are 
giving aid to the stricken town. 
The cyclone wiped out the business 
section of the city, c u ttin g a path sev­ 
eral blocks wide th ro u g h the center 
M ost of the la rg e r business buildings 
w ere destroyed and many residences 
w ere blown down. 
A m ong the buildings destroyed w as 
tile G rand hotel in which 75 persons 
a re said to have perished when the 
building collapsed. 
The G reat N o rth ­ 
ern railw ay depot is also reported to 
have been blown down w ith consider­ 
able loss of life. 
P assen g ers aboard G reat N o rth ern 
train No. I, the 
O riental Lim ited 
w estbound from Chicago to S eattle, 
escaped death alm ost by a m iracle 
when the train w as blown from tne 
tra c k 20 miles w est of F erg u s Falls. 
Only one person aboard was injured,a 
girl suffering a sprained ankle. The 
p assen g e rs w ere taken to M oorehead, 
Minn., w here o th er train s picked them 
up. 
More th an 200 passengers w ere 
mi the train. 
T elegraph 
and 
telephone 
w ires 
th ro u g h o u t the entire region sw ept by 
th e cyclone, are down and com m uni­ 
cation w ith the stricken d istrict is in­ 
terru p ted . 
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Dr. E pitacio P essoa, President-elect of Brazil, 
who w ith his c h a rm ­ 
ing wife and d a u g h te r arrived 
in New Y ork 
recently on th e 
tra n s p o rt 
Im p erato r, a f te r a trip to Europe. 
Dr. Pessoa an d 4 iis p a rty le ft im m ed iate­ 
ly fo r W ashington, w here his firs t form al u tteran ces will be m ade. 
He will 
la ter retu rn to N ew York for a th re e d a y s’ visit. 


BRITISH ADMIRALTY CHARGED WITH 
NEGLECT IN ALLOWING SINKING 
OF GERMAN FLEET OFF SCAPA FLOW 


today, an o th er dispatch reported. T he 
G erm ans w ere defiant and a p p a re n t­ 
ly very happy over th e ir leat. 
Lord Beresford today characterized 
t)ie sinking of the G erm an 
fleet 
as 


I typical of what could be expected. 
n 
, 
. 
. 
, , 
, , 
. 
“ lf we want to see that 
te rm s 
of 
Germany s interned battle fleet was | peace are ca rried 
out we must 
it,' he declared. 
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4 
4 
♦ 
G erm an y ’s F inal M a n eu \e rs 
4- 
Before Signing th e T reaty. 


4 
Asked* Allies to include d e r 
4* 
m an y 's denial of w ar re spun- 
4* 
nihility in the tre a ty . Request 
4 
refused. 
4 
Asked Allies to nullify pro- 
4 
vision for handing over ol au- 
4 
th o rs of the w a r for trial. Re- 
♦ 
q uest g ran te d . 
♦ 
P ro tested a g a in st stripping 
4* 
G erm any of her colonies. Pro- 
4 
teat ignored. 
4 
Asked Allies to ag ree to a 
4 
revision of the tre a ty by the 
♦ 
League of N ations within, two 
4* 
years. 
R equest refused. 
■4 
* Notified Allies th a t, though 
♦ 
4* 
slie signs the tre a ty , G erm any 
4 
4 
cannot possibly fulfill its con- 
4 
4 
ditions. 
N otification ignored. 4 
4* 
Asked Allies a t 
3 o’clock 4 
J 
4 
this m orning to g r a n t 48 hours 
4 
4 
m ore tim e, Allies refused re- 4 
4 
<)uest and 
notified 
G erm any 
4 
4. th a t the arm istice 
ends 
lo 
4 
4 
night. 
^ 
4 
♦ 
4 4 4 4 4 4 4 4 4 4 4 4 4 4 


BRITISH PRESS 
COMMENT ON THE 
SINKING OF SHIPS 


London, ,Ju n e 23—T h e act 
of 
the 
G erm an sailors in scuttling their w ar­ 
ships in S capa Flow S aturday is de­ 
clared by a m ajority of the British 
press to lie a fo re ru n n er of what may 
he expected from thd G erm ans after 
peace is signed. 
The new spapers g en ­ 
erally blam e the 'B ritish 
authorities 
for not ta k in g the pro p er precautions. 
B ritish crew s, it is 
declared, should 
h av e been put aboard 
each 
German 
vessel. 
A Daily Nows dispatch from 
K irk­ 
wall today said that the British first 
thought a m utiny was in progress S a t­ 
urday when th e G erm ans sta rted scut­ 
tling their ships. 
Red 
flags 
were 
hoisted from som e of the vessels. 
All of the 
G erm an 
sailors 
were 
rounded up here under a close 


NUNN 
G E R M A N 
L E A D E R S 
M VV SIGN T R E U Y . 
WHG 


'Pl*. 
Ea»3'E>eT^r«T-*.. 


Count von B ernstorff, form er G er­ 
m an 
A m b assad o r 
to 
the 
U nited 
S tates, has been nam ed M inister of^ 
F o reig n A ffairs in the 
new G erm an 
Cabinet, and will 
probably go 
to 
V ersailles to sign the peace tre a ty , 
according to an ^inofficial re p o rt from 
Berlin. 
M athias E rz b erg er, head of 
the G erm an 
A rm istice 
Commission, 
will probably head the new G erm an 
peace delegation. 
I t is reported th a t 
* uard E rz b e rg e r has se n t a note to P rem ier 
Clemenceau, a s president of th e peace 
conference, ask in g w h eth er th e Allies 
will ag re e to im m ediate adm ission of 
G erm any to th e L eague of N ations. 


OHIO WHEAT CROP IS 
THREE WEEKS EARLY 


KIRKWALL, June 23. 
sunk as a result of orders from Berlin, according to British naval force to h m m 
officers here who 
have made an investigation 
of Saturday’s 
scuttling:. 
New crews recently replaced the skeleton organizations re­ 
maining on the German warships, it was learned today. 
These 
new crews, according to the British authorities, brought the or* 


use 


Columbus, Ju n e 23.— Ohio’s w heat • 
crop is about th ree w eek’s ahead of 
tim e. 
This ju d g m en t was expressed 
today by S tate S ecretary of A gricul­ 
tu re Shaw. 
A lthough, usually, Ohio 
w heat is not out until about the mid- j 
rile of July, Wm. S tew art, farm er, 
n e a r here, began c u ttin g his w h eat < 
today, W heat prospects in this sta te 
excel those of all o th e r states, accord­ 
ing to federal estim ates. 


THOUGHT WIFE 
WAS CHICKEN THIEF 
AND KILLED HER 


Toledo, Ju n e 23.— M istaken fo r a 
chicken th ie f Mrs. M a rg a re t F rieden 
w as shot and killed early today by 
h e r husband a t th eir home in E a s t 
Toledo. 


One of the G erm an officers, afte r 
sinking the fleet, cam e 
aboard 
Hie 
Victorious w earin g his sword, said the 
Mail today. 
A nother who com m anded 
a division of t h e 1 interned destroyers, 
s a id : 
ders from (he German capital which resulted in the sinking of 8h^Z f 


carried them out.” 
The Mail says today that the G er­ 
m ans ap p a ren tly have been ready for 
a m onth for th eir coup. 
A v ariety of 
articles w as taken off the boats be­ 
fore sinking, including banjos and pet 
dogs. 
“A dirty trick.’’ said the Mail ed i­ 
torially today. 
“ It was gross tre a c h ­ 
ery and an act of war that a u to m atic­ 
ally annuls the arm istice. 
It shows 
that the Hun respects no san ctity of 
pledges or treaties. 
He is ready for 
any fresh perfidy.” 
“T he loss of the G erm an ships is a 
sm all price to pay for the dissipation 
of dangerous illusion and h esitatio n s,” 
declared the Post. 
The T im es declared: “ If show s that 
the H uns can n o t be trusted. 
T h e re ­ 
fore as W ilson foresaw, they m ust be 
controlled.” 


TWICE WOUNDED 
IN BUNNING FIGHT 


CLEMENCEAU AND LLOYD 
DEDUCE NOTIFIED THAT 
GERMANS WILL SIGN TREATY 


London, Juno 23—It was officially announced 
this afternoon from Downing street the official 
residence of Premier Lloyd George that Germnay 
has decided to sign the peace treaty. The Ex­ 
change telegraph announces that a German note 
has reached Paris and is understood to contain 
the German acceptance of the terms of the treaty. 
A dispatch from Paris stales that Clemenceau 
has been notified that Germany has agreed to 
sign. 


Paris, June 23—Official notice from the new 
German government that Germany now accepts 
the peace treaty and is sending a new delegation 
to Versailles to sign, is expected to reach here 
within a few hours. 
The final reply of the Allies to an eleventh- 
hour attempt by the new German cabinet to win 
further concession reached Weimar early today. 
In a pointed note of less than 150 words, the Allies 
declared they could accept no qualification or res" 
elevation” and called upon the Germans to sign or 
accept the consequences. 
Information reaching here from authorita­ 
tive sources at Weimar is that the Bauer cabinet 
is determined to sign the treaty and that the last 
notes sent to the Allies, protesting against fixing 
responsibility for the war on Germany 
and 
against the punishment of the ex-kaiser, were 
framed in an effort to “save Grimmv’s face.1 


By Jo h n E d w in N e v in. 


Paris, Ju n e 23.— 11:“20 a. in.— The 
Big; Four lias ju s t refused a req u est 
from th e G erm an governm ent for a 
48-hour extension of the ultim atu m 
expirin g tonight. 
The new G erm an request arrived 


the vessels Saturday. 
The British Grand fleet today rides at anchor amid the sub­ 
merged bulk of the German fleet.. A few funnels show above the 
water in some places. 
“It was a fitting end for the craven fleet,” one British officer 
remarked today. 


Paris, J u n e 23.— T he B ritish ad- cannot fo rg et th a t the B ritish w anted 
m iralty w as openly charged w ith ne­ 
glect in p erm itted the sinking of the 
G erm an fleet off Scapa Flow, 
by 
French n ew sp a p ers today. 
The F ren ch p ap e rs recalled 
th e 
fact, th a t P ra n ce had laid claim to the 
battle c ru ise rs 
and 
lig h t 
cru isers 
form ing p a rt of th e interned G erm an 
fleet, anti declared th a t com pensation 
is due F ran ce for th e ir loss. 
‘‘G reat B rita in ’s 
responsibility 
is 
heavy,” declared th e Journal. 
“ We 


the fleet sunk. 
An unbelievable ac ­ 
ce ululation of m istakes, m ade 
the 
scu ttlin g possible. 
A rticle 23 of the 
arm istice did not preclude the p res­ 
ence of an Allied g uard aboard these 
ships.” 
“The Allies doubtless will recog­ 
nize th a t com pensation is 
due 
to 
F ran ce,” 
said th e P e tit 
Journal. 
“ F ran ce m ust retain th e subm arines 
en tru sted to her keeping and should 
receive no blam e 
if she reta in s a 
num ber of other ships.” 


er. 
One bullet entered his m outh and 
pierced his neck while the other w en t 
th ro u g h his lung. 
The three b u rg lars w ere ca p tu red 
n e a r N orth Spencer by a posse of IOO 
farm ers and citizens following the 
ru n n in g light with officers in which 
Constable K napp w as wounded. 


CRIME GRAND JURY 
READY TO REPORT 


DR. E D U A R D DAVID MAY S U C ­ 
C E E D S C H IE H E M A N N AS 
P R E M IE R . 


CHILD FALLS FROM 
WINDOW; IS KILLED 


Colum bus, 
Ju n e 
23.— B reaking 
aw ay from his n u rse and pushing a 
screen out of th e window', on th e sec­ 
ond floor of the Y. W. C. A. building, 
Kensuke Ozaki, 2 1-2 y ears old son 
of Rev. K. O zaki, Ja p a n e se m inister 
of Oakland, Cal., fell to th e ground 
and died a few hours la te r in a hos­ 
pital of a broken skull. 
The child 
and a sister had accom panied 
tho 
fath er to th is city to atten d the M eth­ 
odist centenary. Rev. Ozaki left w ith 


COX COMMENTS ON 
SCHOOL RELIEF BILLS 


Columbus, June 23.— D eclaring th a t 
it is his opinion th a t few' school dis­ 
tric ts will have to tak e ad v an ta g e of 
the law 
passed d u rin g th e closing 
session of the legislature, p erm ittin g 
a two mill levy fo r school purposes, 
G oevem or Cox has issued a sta te m en t 
in which he expresses belief th a t re ­ 
lief m ay be had w ith o u t g o ing o u t­ 
side Hie Sm ith one-percent law lim ita- 


MATERIALS CHIEF 


the body 
ted av. 
ior O akland at 9 


PRESIDENT READY 
TO START HOME 


.. E R E D U A JSD £u»SVTD 
/A/r*. 


W hile the m ake-up 
of 
the 
new 
G erm an C abinet is still uncertain, r e ­ 
p o rts from Berlin indicate th a t Dr. 
E duard David will 
be 
selected 
as 
P rem ier, succeeding Philipp Scheide- 
rtiann, who w as forced to resig n be- 


Paris, Ju n e 23.— P resid en t W ilson’s 
bag g ag e w as packed today an d ev ery ­ 
th in g m ade rea d y fo r his d e p a rtu re 
for New Y ork 
im m ediately a fte r th e | lief, 
signing of the trea ty . 


u clock tions; under a bill also enacted last 
week which perm its the borrow ing of 
funds to m eet accum ulated and c u r­ 
rent deficiencies in 
o p e ra tin g 
ex­ 
penses, in anticipation of new reve­ 
nues to he created for th e re tirin g of 
the bonds. 
The governor hopes th a t a ta x law 
will be ’enacted which wall create the 
-necessary revenue by 1921 
and 
ex ­ 
presses his belief th a t such a law can 
he worked out, giving p erm a n e n t re- 


U SE A U TH H E A D L IG H T S 
F O R B U R IA L A T N IG H T 
Sm ith C enter, Kan., Ju n e 23— F o r 
the first tim e in th e h istory of th e 
local cem etery, autom obiles w ere used 
at a n ight fu n eral w hen th e body 
of J. C. Rider, one of the old se ttle rs 
here, b u t who died in Topeka, w as 
brought here for burial. 
The lights 
cause of the dem and fo r the signing of th e cars provided illum ination for 
of th e peace term s. 
th e service 


WILL FIGHT POLES 


Berlin, Ju n e 23,— T he F re h e it to ­ 
day reveals details of an alleged plot 
a g a in s t 
the 
G erm an 
governm ent. 
G eneral Leouvorbeck, the F re h e it de­ 
clares, is collecting a la rg e force in 


B russels, Ju n e 23— C ardinal M er­ 
rier, in g ra n tin g a special audience 
a t M alines to F rederick L. 
Collins, 
A m erican publisher, authorized 
the 
publication of this statem en t apropos 
of P re sid e n t W ilson’s visit to 
Bel­ 
gium : 
“ A m erica will be ren d erin g an in­ 
valuable service to Belgium in 
the 
ea rly fulfillm ent of P resident 
W il­ 
son’s prom ises of practical assistan ce 
in th e w ay of ra w m aterials, 
m a ­ 
chinery and credit. 
In th e little city 
of M alines we have 30,000 w ork ers, 
m o st of w hom involuntarily a re idle 
because th ey have no m aterial o r m a ­ 
chinery. 
‘‘Since th e arm istice w as signed re ­ 
co n stru ctio n in Belgium has been go­ 
ing fo rw ard a t an astouning ’ rate . 
D uring th e w a r 
Belgium 
needed 
ch arity and received it. 
“ Now all Belgium requires is 
a 
chance to w ork. 
Of course, p riv ate 
ch a rity will alw ays be needed in Bel­ 
gium , as in o th er countries, b u t th e 
tim e h as passed when Belgium as a 
co u n try ask s fo r charity. W h a t Bel­ 
gium needs m ost are three essen tials 
m entioned by P r e s i d e n t W ilson, 
nam ely, raw 
m aterials, 
m achinery 
and financial co-operation ” 


W H E R E DID T H E Y G E T IT. 
Colum bus, O., Ju n e 23.— Accused of 
dru n k en n ess, 13 persons 
w ere 


Lodie, 
Ohio, 
Ju n e 
23.— Twice 
wounded in a running fight with bur- j 
g la rs who ea rly Sunday robbed th r e e , 
»..v 
„ 
........... , , MUC»b . . . . . . . . . 
_ 
.. 
stores here, Constable W ay 
K napp 
sh ortly before 3 
o’clock this m orn- ! 
w as in a serious condition 
today, 
ing. 
The 
allied leaders were sum - 
m ‘,v ” >u 
H ow ever it is believed he will reeov- 1 m oned 
to Lloyd G eorge’s house a n d 
w ent into conference as soon as all 
had arrived. 
Discussion of the request for de­ 
lay lasted ab o u t one hour. 
In anticipation of official word of 
G erm any decision to sign before the 
expiration of the Allied u ltm atum to* | 
night, a rra n g e m e n ts w ere going for­ 
w ard a t V ersailles fo r the actual cere- ! 
mony of signing. 
The G erm an de­ 
cision will be telegraphed here from 
W eim ar and handed to the allies by 
th e secretary of the G erm an d eleg a­ 
tion, who 
rem ained 
a t 
Versailles. I 
P resident W ilson and other Big F o u r 
leaders are hoping th a t a new G er­ 
m an delegation can reach V ersailles 1 
in tim e to sign tom orrow , but it a p ­ 
pears m ore likely th a t sig n a tu res will 
be attach ed on W ednesday or T h u rs ­ 
day. 
D espite th is feeling of 
absolute 
confidence t h a t the 
G erm ans 
will 
sign, M arshal F o ch ’s p rep aratio n s for 
the advance in G erm any did not relax 
today and A m erican m ilitary h ea d ­ 
q u arte rs w as alive w ith the activity. 
The v eteran s F irs t and Second divis­ 
ions of G eneral P e rsh in g ’s forces are 
I ready to begin the advance to w ard 
1 Cassel on a m o m en t’s notice. 
The G erm an s alleged th a t 
th e y 
j w ere unable to reach a final decision 
■ w ith respect to the peace tre a ty w ith- 
; out fu rth e r tim e. 
P resident Wilson, 
j P rem ie r Lloyd G eorge and 
P rem ier 
J Clem enceau found them selves in ab- 
i solute un an im ity in the decision to 
I refu se th e request. 
I 
It was au th o ritativ ely stated th a t 
J the Allied rep ly w as couched in tho 
sh a rp e st te rm s and again w arned the 
' G erm ans of the consequence if they 
J fail to sign before the expiration of 
I the ultim atum . 
A rep o rt reached here today th a t 
I 
J 
the G erm ans m ight not send a n o th e r! r LYV r.K u n i u HtM tb 
peace delegation to Versailles 
but j 
would in stru c t the secretary of th e j 
old delegation, who is now at V er­ 
sailles to sign th e treaty . 
In co n fer­ 
ence circles it w as declared quite u n ­ 
likely th a t th e allies would p ern y t 
any such 
procedure. 
It w as said ■ 


I th a t they would adhere to the preced- j 
D C O I P k l A T I n KI 
f i e 
pn t established d u rin g 1he arm istic e, 
I t L u l U N A I l U l l 
U l ; negotiations, w hen they flatly refused 
P u n e A T r i i 1 to negotiate w ith any second ra te rs . 
[ . D E P T 
L Y p L P T f n ! I t is expected! th a t an o th er 
sh a rp 
LULU I 
LAI LU I LU n0^e 0f w a rn in g will be sent to the 
G erm an go v ern m en t if a new delega 


Cleveland, O., Ju n e 23.— In p re p a r­ 
ation for filing its report on W ednes- 
! day,; the special crim e in vestigating 
1 g rand ju ry which probed 
gam bling, 
I law en forcem ent and vice conditions 
! generally in Cleveland, convened to- 
I day. The te n tativ e rep o rts 
prepared 
u r r n n r n r i PHIM by sub-com m ittees w ere 
considered 
l l LXU Ur D l L U I U I T I 1 
B1** ju ro rs and arran g e m en ts m ade 
I for th eir incorporation in one general 
[ r e p o rt to be filed with the court prob­ 
ably W ednesday. 
A t th a t tim e it is 
expected th a t additional indictm ents 
will be returned. 


MINISTER SAYS 
KAISER IF GUILTY 
SHOULD BE HANGED 


Cleveland, ().. J u n e 23.— The con­ 
gregation of the Euclid avenue B a p ­ 
tist church last n ig h t applauded for 
several m inutes the assertion of Rev. 
W. W. B ustard in the course of his 
serm on th a t: 
‘ lf the fo rm e r G erm an kaiser Is 
found guilty of the crim es w ith which 
he is charged he is the g re a te st m u r­ 
d ere r the hum an race has ever pro ­ 
duced and should 
be hanged a s - a 
m u rd erer.” 


patched n eg ativ e replies, the G erm an 
governm ent “ en g ag es to fulfill 
the 
conditions of peace,” hut adds: 
“ It (the G erm an republic) desires, 
however, in th is solemn m om ent to 
express itself with unreserved clear­ 
ness in o rd er to m eet in advance an y 
of un tru th fu ln ess 
th a t 
m ay now or la te r be made ag a in st 
Germ any. 
The conditions 
imposed 
exceed the m easu re of th a t which 
G erm any can in fa c t perform . 
The 
governm ent of th e G erm an republic, 
therefore, feels itself bound to a n ­ 
nounce th a t it m akes all reservation** 
and declines all responsibility as re­ 
gards the consequences which, m ay 
he 
th reaten ed 
ag a in st 
G erm any, 
when, as is hound to happen, th e im ­ 
possibility of ca rry in g out the condi­ 
tions conies to light, even tho u g h G er­ 
man cap acity to fulfill is stretched 
to the utm o st.” 
Tho G erm an governm ent then fol­ 
lows w ith a s ta te m e n t refu sin g to 
recognize G e rm a n y ’s sole responsibil­ 
ity for the w ar and declining to rec­ 
ognize tho rig h t of the allies to im ­ 
pose burdens upon her on the score 
of responsibility. 
It fu rth e r declare* 
it impossible for a G erm an “ to recon- 
eicle it with his dignity and honor to 
accept and execute articles 227 
to 
230 by which G erm any is required to 
give up to the Allied and A ssociated 
powers for tria l individuals 
am ong 
th e G erm an people who arc accused 


j by the Allies an d A ssociated pow ers 
i for breech of international law fo r 
| com m itting acts co n tra ry to the cus- 
i tom s of w a r.” 
I 
The G erm an governm ent also pro- 
1 tests a g a in st the ta k in g aw ay of h er 
colonial possessions “ and a g a in st th o 
reasons given th e re fo r, which 
p e r­ 
m anently deny to G erm any fitness fo r 
colonial activity.” 
The G erm an governm ent, th e note 
adds, “ believes itself to be entitled to 
address the following m odest request 
to the Allied and Associated g o v ern ­ 
m ents in th e ex p ectatio n th a t th e Al­ 
lies and 
A ssociated 
g o v ern m en t! 
will consider th e following declaration 
us an in teg ral p a rt of th e tre a ty 


DIB 
OF CHOLERA IN 
1918. 


London, J u n e 23.— A C entral N ew s tion is nam ed and found not be rep- 


E a s te r n G erm any and is determ ined reig n ed today in 
municipal 
court. 
to fig h t th e Poles despite new orders This is the la rg e st local a rra ig n m e n t 
from the governm ent 
since Ohio w ent dry on M ay 27. 


ar- dispatch from A m sterdam quotes Dr. 
D ernberg as d eclaring th a t the resig ­ 
nation of P resid en t E b ert, 
head of 
the G erm an republic, is im m inent. 


resentative of the G erm an peoph 
In the note* received from the G er­ 
m an go v ern m en t la st night, and to 
which th e A llies im m ediately des- 


ColumPus, O., 
Ju n e 
23.— F ig u re s 
announced by S tate V eterinarian B u r­ 
n e tt show th a t Ohio lost few er hogs 
th ro u g h cholera kist y ear 
th an in 
1917 or 1916, but th*1 m o n etary loss, 
due to high price of hogs, exceeded 
th a t of an y previous year. 
Tile n u m b e r of hogs lost last y ea r 
w as 118.881, valued at 
$3,246,850, 
com pared w ith 120,623 anim als and 
$1,471,006 in 1917, and 250,628 an i­ 
m als and $2,255,652 in 1916. The price 
last year w as more th a n IOO per cent 
h ig h er th a n th ree year* ago. 
Ohio 
ran k s sixth in the country in hog p ro ­ 
duction. 
It is excelled by Iowa, Illi­ 
nois. N ebraska, Missouri and Indiana 
in the o rd er named. 
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I LOCAL ITEMS 


Mrs- C- L. Babb and Miss Lois Babb 
w ent to Columbus Monday to visit the 
C entenary exposition. 


{spacial offer on Delineator. Inquire 
P a tte rn Counter. Hutchison «5c (Jih­ 
ad v6-2o 
ngy. 


WEATHER REPORT 


. Ohio:— Probably 
show ers 
tonight 
ana T uesday; w a rm e r tonight. 


J. A. B eatty of the B eatty F u rn i­ 
tu re store sta rted Monday for Grand 
Rapids and Chicago to attend the f u r ­ 
n itu re m arkets. 


Mr- and M rs. VV. P M cKay 
e n te r­ 
tained a p arty of relatives from N ew ­ 
port, K y.,,over Sunday, and M rs. M c­ 
K ay 
with 
the 
youngest 
children, 
Philip and Betty Rose accompanied 
them home M onday m orning. 
The 
p a rty who made the trip by m otor 
consisted of Mr. and Mrs. W illiam 
M adden Sr., and th e ir fam ily, and Mr. 
and Mrs. W illiam Madden Jr., 
and 
their daughter. 


C. L- Babb’s h ard w are store will re ­ 
m ain open until 8:30 p. rn. every even-, 
ing during h arv est for the convenience 
ci their custom ers. 
adv6-24 


L. E- Jo h n is the owner of a new 
Cole A ero-E ight touring car which 
has ju st been delivered to him. The 
car is the first of the new Coles in 
the city. 
— * — * 


Dr. and Mrs. N. T. Cavey aud ch il/ 
then spent Hie week 
end in a tte n d ­ 
ance at the M ethodist Centenary at 
Columbus. 


Our store will be open every on oil­ 
ing during the h arv est season, 
ti uc H uston-B ickctt H ardw are Co. 
adv 


Mr. and Mrs. Jo h n Sink of High 
s t i e d , are announcing the birth of an 
eight pound son, la st S aturday. 


SOCIAL UNREST 
CAN NOT BE OVER 
COME BY PRAYER 


Columbus, 
June 
23.— Special 
Irains from K ansas City, Chicago 
M inneapolis and Fort W ayne are 
expected 
today 
or 
tomorrow 
carrying M ethodists 
from 
that 
part o f the country who w ill a t­ 
tend the M ethodist centenary now 
in full sw ing in Columbus. 
O f­ 
ficials of the centenary say the 
attendance this w eek prom ises to 
exceed the fondest expectations. 
A special train from Cleveland 
carrying 500 district superintend­ 
ents will arrive today. 
A utom o­ 
bile caravans are arriving from 
North, South, E ast and W est. 


N E W H O M E R U L E P A R T Y F O R M E D 
IN IR E L A N D . 


Miss Inez Inches, 
instructor 
in 
d ia w in g a t the O. S- and S- O. Hom e 
schools, sta rte d y e s te rd a y for 
h er 
heme in Sterling, Kas., Sne w as ac- 


Columjius, O., Ju n e 23.— D eclaring 
th a t the p resen t social u n re s t cannot 
be m et by p ra y e r or preaching. Gov­ 
ernor H enry J. A llen 
spoke to a 
crowd of 5.000 people a t the Coliseum, 
com panied by nor nephew, 
w hose , a t the K an sa n day celebration a t the 
home is in P ittsb u rg h , and who stop- J M ethodist 
centenary. 
“ W e 
m ust 
ped off here while on his 
w ay 
to j cre ate an x iety fo r justice so th a t all 
Sterling, w here his m a rria g e will take , v,ien will he f a ir to th e m en th ey e m ­ 
place, 
I ploy,’' said th e K ansan. 
Governor Allen 
said he w as 
not 
w orried over bolshevism in A m erica. 
are few real bolshevists in 
cou n try ,” ho said. 
“ T he m a jo rity 
i of them are I. VV. W .’s*and red social- 


Mr. A. Schwabbe is spending a few j 
days at Sulphur Lick Springs. 
I tore 
J 
1 
i this coil 


Miss' Gladys H agler, who resigned 
her position a t the E a st Main street 
K ennedy grocery re c e n tly , and has 
since been a t the home of her parents 
n ear Jam estow n, has taken a position 
a t the Jobe Bros., dep artm en t store, 
sta rtin g her new duties Monday. 


Special offer on eDlincator. Inquire 
P atte rn Counter. 
Hutchison & Gob- 
ney. 
____ a(*V 


Paul D- Shoem aker, form er Xenian, 
who is now on the staff of th e Ohio 
Sta^e Journal, in Columbus, w as 
a 
visitor in this city Sunday and M on­ 
day. m otoring down from Columbus. 
He was accom panied bv Miss Jounce 
F 
Bryce, of New York City, a mo 
tion picture actress with the A rtc ra ft 
to r te s who is visiting in Columbus 
While here Mr. Shoem aker and Miss 
Bryce were the guests of Mr. 
and 
Mrs. Ja m es Savage a t the F rancis 
Inn 
mim Aw. 


Tho village of Sabina is m aking an 
effo rt to secure free m ill delivery. 
The streets arc being named, houses 
num bered and everything put in read ­ 
iness. 
Mt. S terling 
was 
recently 
g ran ted free delivery within the vil­ 
lage. 


Special offer on 
Delineator. 
In 
quire P atte rn Counter.1 Hutchison & 
\ 
advO-23 


R egular m eeting of Xenia Lodge ( ists. m asquerading as bolshevists. The 
No. o2 I. O. O. F. Tuesday, Ju n e 24,' w ay to m eet th is condition is n o t bv 
at 7:30 p. rn. 
Q u a rte rly dues rccoiv-1 pray er. 
Any one who panders with 


vV' sr < 
\ r rn * ass m 
* % I 
S i r Kov>A is P lu n k e tt 
cur**. 
\ 
An influential 
organization 
under 
the 
n am e 
of 
“the Irish 
Dominion 
L eague," is being form ed in Ireland, 
according to a report from Dublin, 
ll 
is com posed of men who believe that 
an Irish republic is u n attain ab le and 
undesirable, but think th a t a prom pt 
m easu re of home rule on the 
fullest 
colonial lines is urgently 
necessary. 
Sir H orace Plunkett, ch airm an of the 
Irish Convention, is one of the many 
influential men 
who are prom oting 
th e league. 


MISS MARY ORR 
RECOMES RRIDE 
OF DR.ROBERT DEAN 


Miss M a ry O rr, d au g h ter of Mr. 
and Mrs. J. F. O rr of K an sas 
City. 
Mo., becam e the bride of Dr. Robert 
Dean, son of Mr. and Mrs. S. S. Dean 
of the Ja m esto w n pike, 
S atu rd ay 
evening a t 7 o’clock, the cerem ony 
ta k in g place a t the O rr home in the 
presence of a sm all g a th e rin g com ­ 
posal of m em bers of the b ride’s fam ­ 
ily and o th er relatives, 
Dr. Dean and his bride arc expected 
to avrive here M onday evening, and 
th ey will be g u ests a t the hom e of the 
b rid eg ro o m ’s p aren ts. 
N ew s of their 
m a rria g e did not become known until 
M onday and it occasioned 
surprise 
am ong friends of the bridal pair, who 
did not know th a t they had set their 
I w edding day. 
Dr. Dean g rad u a ted from W estern 
Reserve U n iv ersity a t Cleveland, Ju n e 
14, w ith thcAdegree of M. D., and lie 
will take his in ternship a t th e P h ila­ 
delphia G eneral H ospital, w here *he 
will spend sixteen m onths. 
He and 


Optimistic Thought. 
The hero lifteth bls sword ngninat 
the enemy that resiste n t but no sooner 
does lie submit than he Is satisfied. 
B 
RUISES—CUTS 


C lean se th o rou gh ly - 
reduce inflam m ation 
b y cold wet com pres­ 
ses— a p p ly 
lightly, 
w ithout 
friction — 
VICKS VAPORU1 
“YOUR BODYGUARD” - 3 0 f . 60*. 


FORD AUTHORIZED 
> 
SERVICE 


W e repair Ford cars using gen­ 
uine Ford parts. 
Try us for ex ­ 
pert work. 
W e repair all m akes 
of 
Storage 
B atteries. 
Prest-O - 
Lite Service, U, S. L. Service, E x­ 
side B attery Service, Gould Ser­ 
vice. 
*» 


CENTRAL GARAGE 
CENTRAL TAXI AND 
GARAGE 
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ed at this tim e. 
S ecre tary . 


Leave your developing and p r in t­ 
ing a t W h itt’s Jew elry Store. 
Get 
pictures dap a f te r you leave them . 
adv-6-25 


D uring the m onths of June, July 
and A u g u st the 
undersigned m eat 
m arkets will close each Wednesday 
afternoon beginning th is week. 
F ish er Bro-s. 
F. W. L an g e r 
^ 
W. N. D aw son 


Ujbney. 


W ashington C. TI- will have a s c r ­ 
ies of band concerts this sum m er, if 
the m ovem ent th a t has been launched 
am ong the business men of th a t city 
is successful. 
The concerts have been 
very popular in the past, 
and 
the 
movement seem s assured of success. 


It is now .-.aid th a t Camp Sherm an 
Mill be m ade a 
perm anent military 
post, th a t it will be greatly diminish 
ed in 
size, improved 
with 
bette 
buildings, traction 
line added, etc 
The governm ent will buy the land. 


It is said to be very easy to 
cure signors on a petition for most 
“an ything.” 
One of the upper class 
men at St. Jo h n ’s M ilitary School at 
Salina, Kan , circulated a petition re 
.questing the decapitation of 
those 
signing it, and 50 of his fellow stu 
dents affixed their nam es to it oi 
sight. The moral, as pointed out I 
one who says ho knows, is to read and 
understand every word of the petitior 
you are asked to sign. 


— R egular m eeting of -X enia Cam p 
No. 70(14 M. W. of A. Tuesday even­ 
ing, June 24th. 
All N eighbors 
in­ 
vited to be present. 
Goo. F. Sew ard. 
Clerk. 


th a t elem ent is eith e r a cow ard or i 
does not know the d an g ers of w h at lie 
is handling. 
i 
“ Bolsevism in o ther 
countries is 
m erely the b irth pain of people tr a v e l­ 
ing from autocracy to free g o v ern ­ 
ment. 
Every’ nation h as walked tho* 
pathw ay, alw ays m ore or less bloody ” , 
In an interview 
given out 
h e re .' 
Governor Allen declared in fa v o r of 
a peace now and a L eague of N ations 
afterw ard . 
He says the w estern p e o -! 
ole are ag ain st th e covenant. 
H e a s ­ 
serted also th a t the people of K ansas* 
have lost faith in the leadership of 
.President W ilson and scored the arm y 


his bride will go to Philadelphia, Ju ly i *;* 
L 
- 
It w as w hile Dr. D ean and his bride 
w ere both a tte n d in g school a t Miami 
U niversity a t O xford O., th a t 
the 
friendship began which term in ate d in 
th e ir m a rriag e. 
Dr. Dean g rad u a ted 
from M iami in 1914 and took up his 
medical course a t W estern 
Reserve. 
A fter h er g rad u atio n , Mrs. Dean w as 
a m em ber of the faculty of the O. S. 
and S. O. Hom e Schools, te ach in g art. 
She resigned a y ear ago and has since 
been a t her home in K an sa s City. 


Men’s 
Work 


'T : t 


RECORD PEACE TIME 
EXPANSION PREDICTED 


W ashington, .Juno 
23.— Prediction 
th a t the fiscal y ear beginning Ju ly I 
will w itness a record peace-tim e e x ­ 
pansion in trade between the United 
S tate s and Latin A m erican countries 


and W est Point, declaring th a t o f­ 
ficers should be from the men who 
‘ have seen service in the ranks, 


MSS. N.H. FAIRBANKS 
Dr. and Mrs. A. M. Bush, of W a sh -j 
ington C. IF, w ere th e g u ests Sunday J 
H U O T 
I I I i n O i n r i l T 
of Mr. and Mrs. O. J. Lowe, of South j 
\* 
| f ( J | | | 
I i i A U U U IL 
i 
D etroit street. 
- * 


ad ding substantially to the $1,000,000 
OOO gain made d u rin g the four years 
of \\*ar, as shown in last y e a r’s total 
, of $1,700,000 w as m ade in a s ta te ­ 
m ent issued by Jo h n B a rre tt, director 
I general of the P an -A m erican union. 
I 
E stim atin g that* th e grow th in ex-1 
p o rts from the U nited S ta te s to the 
L atin Am erican rep u b lics 
had 
in- 
. cl eased 157 per cent d u rin g the war. 
im p o rts from the countries 119 per 


PA SSIN G OF TH E SA R D IN E 
CHARGED TO PROHIBITION 
B angor, Maine, Ju n e 23-— M ark a n ­ 
o th er w reck up to prohibition! 
T his 
tim e it’s the lowly and hum ble s a r­ 
dine. the poor m an’s delight, th e de­ 
sired of the tV irst-qucnchcrs. 
M aine’s sard im1 industry is th re a t­ 
ened. T In* sardine factories are not 
opening up this season 
because of j 
prohibition. 
In tile big cities, wlicro 
the cheering cup was h aving its day, 
the liar room s supplied th e ir cu sto m ­ 
ers w ith a l\inch to go with 
beer, 
wine or gin, and nothing w ent so 
well w ith any of the ap p etizers as the 
festive sardine. 
But prohibition cam e and the b a r­ 
rooms w ent, or are on th e ir way. No 
cardines a te w anted. 
J 


A value today of $3.50. 
Wax Calf 


DTO w it OL* Black 
$2.49 II \ 
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B a r g a in A n n e x D e p t. 
S E C O N D FLOOR 


{ cent, Director General B a rre tt based 
Mrs. E. C. Conover 
and 
gran d - S 
Mn*- H. N. F airb an k s, of S pring- his prediction th a t 
th is 
expansion 
Jau g h tcr, M arjorie of Dayton, s p e n t ! fip,d> m o th e r of M rs*H- C. M essenger, J 
would bo still fu rth e r increased by a 
S aturday and Sunday, 
the g uests 
of w as injured when Che F airb an k s an - ; record peace-tim e g ro w th d u rin g tin* 
Mr. and Mrs. Harold Owens of E a st I tomobile collided with a car driven 
n ex t fiscal year chiefly on the assu r 
Second street. 
by H arry Allen, a t F o re st and Neal 
arco. of am ple shipping and 
g rea tly 
Avenues in D ayton. Sunday afternoon, j im proved banking and credit facili- 
Allcn w as cut and bruised. 
Bot!* tics to be provided, 
ca rs w ere badly dam aged. 
; 
W ith these two big facto rs 
taken 
A fter receiving a doctor’s atten tio n care of, said Mr. B arrett. A m erican 
in Dayton, Mrs. F airb an k s was able business men “ can proceed with con­ 
to be taken to her home in Spring- tiuence.” 
field, where h er sbn-in-law Dr. M 
* 
- 
- j ----------------------------------- 
senger found th a t the ex ten t of her 
injuries w ere severe 
bruises about DRIV FURLESS I KAM IS 


Heber Tullis h a s iijven a position 
rn the R ate D ep artm en t of the Delco 
Light Com pany o f D ayton. 
He en ­ 
tered upon his duties last week. 


Leave your developing and p r in t­ 
ing a t W h itt’s Jew elry Store. 
Get 
pictures day a fte r you leave them. 
adv-6-25 


WK HAVE 
WHAT 
YOU WANT 


SO H N 
DRUG STORE. 


application 


J. Harold W h itt and 
Paul W h itt 
lave* opened up a 
am ate u r picture 
teveloping and printing business ami 
vill Fie associated with th e ir fath e r 
S. J. W h itt and located in the W h itt 
lewelry store. 
H arold W h itt was in 
his business w ith his fa th e r before 
^ lis tin g in the service. 


the body. 
Mr. and Mrs. F airb an k s 
and their d au g h ter, Miss Marceline, 
who was driving, w ere in the F air 
banks ear? which struck th e o ther 
machine 
squarely. 
Mr. 
F airb an k s 
assum ed blam e fo r the accident. 


W ISE TO “GO” AN D “STOP 


OPPORTUNITY. 


B, C. Donohoo, principal of the Mc­ 
Kinley Ju n io r H igh -calool, spent last 
week in Columbus where he was do­ 
ng p re p a ra to ry work fo r life in su r­ 
ance. 
Prof. Donohoo has accepted a 
tosition with 
the Midland 
M utual 
L fe Insurance Com pany of Columbus. 
He will open an office fo r th e com ­ 
pany a t New Philadelphia, T u s c a ra ­ 
was county. 


The Young M en’s Class No. ti of 
New J a -p e r will hold a social a t the 
church. Tuesday evening June 24 Kv- 
erybody invited. 
6-23 


'Hic 
faro 
of 
F ayette 
county 
have sold th).- season 15,000 fleeces 
of wool, av erag in g about $4.00 per 
fleece. 
They have 
received about 
$60,000 
foi 
th e ir o utput 
'Hhis 
ii 
Hie highest figure the wool grower. 
of th a t county have e 'e r received fot 
their wool. 


Sitting in a 
other men, a 
an electrical i 
aged 45, of Pie 
.4 tan ti y killed 
,nm g ran dowj 
The other men 


L eave your developing and p r in t­ 
ing a t W h itt’s Jew elry Store. 
Get 
pictures dap a f te r you leave them . 
adv-6-25 


With doubt and 
dism ay 
you ate 
sm itten. 
You say th e re ’s uo chance for you, 
son ? 
Why, the best books 
h av en ’t 
been 
w ritten, • 
The best face h a s n ’t been run; 


Indianapolis, 
1ml, 
Ju n e 
23.— A 
team of horses owned by an Indian­ 
apolis wholesale grocery 
com pany 
decided to move w ithout th e ir driver. 
The horses draw ing a d ra y sta rted 
slowly. 
They w eic ju s t behind the 
white line a t M eridian and M aryland 
! streets when the tra ffic m an turned 
the sem aphore. 
The “ sto p ” sign faced the horses, 
and they stopped. 
In a few m inutes 
| the traffic m an turned the sem aphore 
and the “go” sign faced th e horses 
They went. 
As the team stopped 
ii,,, ‘vt,,,,** sign and stared a t tin 


CHICHESTER S PILLV 
l r /r-v 
TUP, DIAMOND B R A V ’ D . 
a 
I .m i l , . I Ault j o u r D r u c |l » ( Im / j \ 
C h l.r k « * .|« r l D ia m o n d R r a n r f ^ A , 
1*111* lo B c d i d G o ld n r t i l H o \ Y y 
bo**i. *■ jl*4 wUJi Blue Ribbon. 
T a k e n o o th e r . K u y o f r * n r 
D r o n e r . A%k f t* C ltJ M ? » n '* -T r H H 
D IA M O N D H K A f' 
I L L * , for 8 5 
year* know n** Hest, Sat 
A U ay* Reliable 
SOLO BY DRUGGISTS EVERYWHERE 


. . 
°f 
Resinol 
usually relieves skin trouble 


'Hic moment Resinol tour h rs itching, 
burning skin, the suffering usually slops. 
The skin rapidly loses its angry-look, the 
r ruption clears away, and in a surprisingly 
short time skin-hea’dh is restored. 
It acts 
even more quickly ii aided by Resinol Soap. 


P e « i n o l O i n t m e n t a n d R esin ol 
S n a p c o n ta i n nr,tiling t h a t crwiM 
i n j u r e o r irr it a te th e t C M f i f m i kin. 
T l i r y t l r a r a n a y p i m p 'c s , refine!,* 
a n d r o u y h n e a a , M o p d a n d r u f f , a n d 
fo rm a tm, t v a l, ,a i d e tv , *r b>Wr 
t r e a t m e n t fo r *r>rr». r h a f i n g s c u ts , 
burnt,, etc. 
S o l d b y a ll d r u g g is t s . 


TU 
I 
, 
, 
i 
i 
i 
at the 
stop 
sign and stared a t tie 
The best song h a s n t been made y et,'?* 
„ 
. 
* 
f r - 
„ . •* , , 
TU 
„ 
u 
u i 
' “ go 
-ign, the traffic m an failed to 
th e b est song h a s n t been sung; 
i 
* * 
, . 
, .. 
t i 
i 
, . 
i 
i 
i 
i 
. 
dotier they w ere driverless, 
th e b est tune h asn ’t been p ayed yet 
* 
, y 
i 
ti,,, 
i r a i 
, , • 
The horses slowly walker 
to toe 
C heer up! 
for the world is young. 
: 
1 
'* 
** *,„,*• 
' novo pernor liflrl 
Hi! a n 
the 
slop 


Why, th e world is jn 


you o u g h t to create 
tru e 
w ealth 
still 
S r I ar 


Mrs 
W alker Gibney a nd h er son. 
John, are in New Concord, fo r a vi.-it 
with Mrs. G ibney’s m other. 


On the grounds of wilful absence. 
Kale K. Thom pson has been ^ran ted 
h decree of 
divorce 
from 
fCelh 
Thompson. 


No thanes 
eag er 
For the thing.* 
It’s store of 
m eager, 
It’s needs arc incessant anti g re a t; 
It yearns for m ore power and beaut; 
More laughter, love anti romance. 
More loyalty, labor and duty. 
No chance? 
Why, 
th e re ’s 
nothin 
but chance. 


nexi* corner and 
ag ain the “ stoj 
pign 
w as up. 
The horses stopped 
And this is the w ay the driver cau g h t 
them . 
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The be-I 


seriously injured. 


corn crib with 
four 
few days 
a g o , during 
-tot rn, Thus. 
Adkins, 
kaway county, wa 
in 
when a bolt of light 
i a [lost to the 
crib. 
were .shocked, but not 


P rivate Edw ard Fox from this city, 
who b as been as not fated with out? of 
I he Bane Hospital units tu France for 
fifteen m ouths, has 
lauded at Camp 
Dix. N, J , and will probably be home 
soon. 


G LT IT AT DONGES. 


Robert Adair who va; recently dis? 
charged flora the arm , ba 
accepted 
a position with 
Weim-W ing Paper 
Company of Gin* moat!. 
He is upend 
ing tile first couple of w eek, at the 
plant of the M i^ ii Paper <'otgp*u> a' 
West 
Carrollton, 
Ohio, 
a* quainting 
him self with the process 
of 
ma kin 
p a p e r 
L ater be will 
be 
connected 
with Hie Cincinnati office, 
of 
the 
(S elm. Wing Paper Company and nUi 
uiat^-ly will go on the road as a sales 
luau. 


Mrs E lm er Ju n k left T h u rsd ay for 
Chillicothe to be the gue,*t of 
Mr 
Otho Junk, and fam ily - W ashington 
H e re in 


Mrs. f ’ram pton I^ott was taken sud. 
body ill of au to intoxication a t her 
louie on the 
Hook road 
Saturday 
light. 
While h e r com m ion was som e 
what improved Monday, she h 
’cry ill. 


The 
The 


I The 


house ba n’t been planned, 
lit peak h asn ’t been climb*,) 


Mr 
( Luci 
ire a 


and Mrs. 
Glenn) 
m ourning 


It. 


er.-e ha n't 
been 
rhym 
yet, 
la**! 
high 
yet, 
mighie.-t riv er- a re n ’t spaniK* 
still I Don’t fre t ami w orry, fainthearted, 
The chances have ju st begun, 
The lie t job h a sn ’t been started , 
•lone 
rh*’ he t work h a -n ’t been done. 


All Wool 
SPRING SUITINGS 


& 
Staple and Waist Line 


ii 
! 4- 


eff 
I 


of W ashington street. J — 
the arriv al of a b aby! 
ay morning. T h e Hit 
one has been nam ed N orm a Eileen. 


M o d e ls 
Price $22.50 to $77.50 
C. A. WEAVER 
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( aptain I* rank DuIJois arrived at 
< am p Sherm an S atu rd ay com ing on 
from New Y ork w here he landed- 
He 
expccts to receive his d ischarge from 
tin arm y w ithin a sh o rt tim e. 
Mn-. 
Du Bois arrived home S a tu rd a y from 
'hi east where she w ent to m eet her 
'U tband, and Sunday, C a p ta in D ubois 
came to Xenia and spent the d ay at 
Hic home of 
Mrs. D u b o is p are n t , 
Mr. and Mrs. S. B. LeSourd 


WTR GOES INTO 
DITCH NEAR GOES!! 


Ij 


JI Hard Coal 


V W e d — A } oung m a c 
to 
the shoe bu»mea». 
M oser’s 
S to re 


J he naie* 
of th* 
pant oI a big tourin 
ed over in the ditch 
field |nke between O 
Station Sunday, coo 
The machine 
va.. 
striking a t re* 
hen it ran *>ff th 


driver or occu-^M 
g car which turn- * y 
along th \ Spring 
' £ 
Id Town and Go**?* * If 
Id not be learn* d I t 
badly 
dam aged ! S.. 
dum p in its path 
road into the ditch 
IX 


KO1a t e 
adv.6-23 4*y-~To»* £urfu;ilei. 


D#Wy TtpjyflM 
y} e tQV& rrm 
t o \ X 
S! he u t dfitast* thee t i ie * 'Y 


Chestily I a n d 
-Stove Size 


T h e Wilson Fngineering 
and Contracting Co. 


C a m p i t arm t o l d a v e r y w h m r e in • t i up ti fin­ 
ally rna/ocf packagm a o f 7 0 
or 
tan p a c k a g e * ( J O O tit a r a tt e s ) in a 
in a -p a p a r - c o v m r a d c a r t o n 
W a s tro n g ly 
r a c o m m a n d thin c a rto n f o r t[>* h o rn a or 
office aup p ly, or w h a p y o u tra v e l 


R. J. REYNOLDS TOBAC t O COMPANY 
Wiaaten„Sal*iB, N. C. 


C 
' A MEL S’expert blend of choice 


j Turkish and choice Domestic 
tobaccos answers every cigarette 
desire you ever bad! Camels give 
such universal delight,such unusual 
enjoyment and satisfaction you’ll 
call them a cigarette revelation 


If you’d like a cigarette that does 
not leave any unpleasant cigaretty 
aftertaste or unpleasant cigaretty 
odor, sm o k e C am els! 
If you 
hunger for a rich, m ellow -m ild 
cigarette that has all that desirable 
cigarette ‘’body”— well, you get 
some Camels as quickly as you caul 


Camels’ expert blend makes all this 
delightful quality possible. 
Your 
persmial test will prove that Came! 
Cigarettes are the only cigarettes 
you ever sm oked that just seem 
made to meet your taste! You will 
prefer them to either kind of to­ 
bacco smoked straight! 


Compare Camels for quality and 
satisfaction with any cigarette in 
the world at any price I 
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C a p u d in e 
COURT NEWS 
WELL KNOWN MAN 
’UNION SERVICES 
u u irn i n t n o 
, 
Jfl 
SOON 


E N TIR E ITALIAN CABINET T E N ­ 
DERS RESIGNATION. 
WW wrtmiwpMy^,.T •' 5 


t l Q U H 
Q U I C K R E L I E F , ^ HT------- 
H O A C E T A N I k l D E \ 'L 
f 
NO DOPE 
J 
NO BOOZE 
IT'S RELIABLE FOR 
H E A D A C H E 


A ttorney J. Kenneth 
Williamson I 
______ 
has been appointed by Judge Kyle to j 
John A Swope> prominent and life 
serve as m aster commissioner in the || ong resident of Greene county, pass- 
m atter of the dissolution of The Xenia * 
_ 
„ . . 
Rubber Company. 
He will hold a (>d awa>' 81 ,he home ot hl* grandson. 
- - - 
- 
^ 
j 
Middleton, eight miles out 
on 
the Wilmington pike 
near 
Middle­ 
ton's Corners, 
where lie had 
been 


hearing October I. The Rubber Com­ 
pany which disposed of its holdings 
some time ago made application to 
the court for dissolution, and asked 
for the appointment ol a m aster to , 
take charge of the matter. 


GOOD H O USEK EEPK BS U SE B E ST 
That, Is w a y rn^y use Red C ross Ball 
Blue. 
All leadin g grocers. D cent* 


THE U N I V E R S A L C A R 


Ford cars are 
important servants 
everywhere. 
They help the family enjoy 
life, bryig the pleasures and advantages 
of the town within reach of the farmer 
arid give practical service every day in 
country and town. 
They require a mini­ 
mum of attention; any one can run the 
Ford and care for it, but it is better to 
have repairs 
and replacements 
ftaken 
care of by those who are familiar with 
the work and have the tools, the genuine 
materials, and skilled men to do the work 
promptly. 
We pledge Ford owners the 
reliable Ford service with real Ford parts 
and standard Ford prices. 


W . A. KELLEY 


Authorized, Ford Sales and Service 
Corner Green and Market Sts, Xenia, 0. 


day afternoon. 
He had been ill two 
weeks and death was due 
to 
pneu­ 
monia and a complication of diseases. 
Mr. Swope 
was born May 7, ISM!, 
and vs as thus 7:1 
years of age. 
He 
had passed, practically his entire 
life 
in this county, near Hie 
place where 
lie flied. 
His wife preceded 
him in 
death hut Me is survived 
by 
three 
children, Mrs. Joseph 
Musset ter, of 
Wilmington. Mrs, Elton 
Smith, 
of 
Jamestown 
and 
Newton 
Swope, of 
Xenia. 
Eight grandchildren and sev­ 
en great grandchildren 
survive, and 
M. J. Middleton, with whom lie made 
his home is a grandchild. 
Tile funeral services 
will bo held 
Tuesday. Friends will 
meet 
at 
the 
home al 
IO 
o’clock 
a. rn. 
and will 
go from there to the M. E. church at 
Lumberton 
where services will 
be 
held. 
Burial will he made at Eleanor. 


Beginning with the first 
Sabbath 
in July union Sabbath evening 
ser­ 
vices will he held in which 
all 
tho 
Protestant churches will 
take 
part, 
iThese 
services will be held 
in 
the 
various churches instead of 
on 
the 
court house lawn as heretofore. 
The 
following schedule which is subject to 
change has been arranged. 
July Cub 
in the Reformed church, Rev. Dodds. 
July 13th in the First M. E. church. 
Rev. Read. ' Muly 
20fh in the 
First 
Fnited Presbyterian church, Rev. n e s ­ 
tle. July 27th ill the First Presbyter­ 
ian church, Rev. Proudfil. 
August 3rd 
in Trinity M. E. church, 
Rev. 
Mo- 
Cracken. 
Aug. 24th iii the 
Friends 
Rev. Jewett-. 
Septem ber 71ii in 
the 
Second 
United 
Presbyterian church. 
Helen Rev. Jewett. 
Sept. 7th in the 
'Baptist church, Rev. Biddlecum , 


EX PECT LARGE CROP OF 
SW EET ( ORN FOR C ANNERY 


One of the largest crops of sweet 
corn in Fayette county is being raised 
by Jones and McMurray on the Per- 
singer farm, near Washington C. IT. 
The crop, which is being raised for 
the Fayette 
Canning 
Company, of 
W ashington C. IL, embraces a tract 
of 225 acres. 
Another interesting fact is that the 
two men are comparing the cost of 
upkeep of a tractor and two team s 
of mules, which is 
all the 
motive 
power being used for both planting 
anet cultivating. 


w 
DOCTOR 
JO I 
J A C K S O N ^ 


DIGESTIVE AND LIVER POWDER 


Will relieve heartburn, sour stom ­ 
ach, gas, bloating and all the ills re­ 
sulting from indigestion. Why suf­ 
fer ? 
Price <>0c and $1.00 at all druggists. 
Send 3c stam p to The Jackson Medi- 
j cine Co., Zanesville, O., for 
sample 
package. 


CAUTION! 
Watch Your Bread 


During the hot summer..months it is extremely im­ 
portant that your bread receive the most careful atten­ 
tion. 
At this season of the year bread is surrounded with 
trouble of many kinds and unless care is used the waste 
is tremendous. 
In the first place unwrap your bread as soon as it is 
received at home. 
Buy only enough for your immediate need—DON’T 
OVERSTOCK. 
Keep your bread box open and well aired. 
To keep bread boxes sw eet and clean wash fre­ 
quently and dry in the sun. 
Use common sense in takiivr care of your bread as 
well as of all other food. 
These precautions will 
assist you in guarding 
against mouldy and stale bread and— 
Your family will be assured of tasty, appetizing 
bread at all times. 
KRUG’S BREAD 


is delivered fresh twice a day at 
your grocers, get it as you need it 


SHOWER IS GIVEN 
FOR REGENT BRIDE 


Mrs. L. M. Pettewit t and the Misses 
Ada and Sylvia Wolf delightfully en­ 
tertained fifty gnosis Thursday after­ 
noon at a miscellaneous shower at the 
lattor’s home iii honor of Mrs. Herman 
Young (Bernice Pennewitt.) 
Music 
was enjoyed and a mock wedding was 
a feature of the 
afternoon iii which 
Miss Alice Young acted as the bride 
and Mrs. Gilbert 
Young the groom, 
with Misses Ethel and Maude Miller 
as bridesmaids and little Miss Doro­ 
thy Wolfe as ring bearer. 
Miss Pau­ 
line McFaddon acted as the officiating 
clergyman while Mrs. Starling Good 
presiding at tile piano played softly 
during the ceremony. 
Refreshments w e r e served, a color 
scheme of pink and white being car­ 
ried out. 
Mrs. Young received many 
useful gifts for lier new home. 
Those 
who enjoyed 
the 
afternoon 
were: J 
Misses Pauline 
McFadden. 
Mamie. , 
Grace and Ethel Miller, Grace, Rebec- I 
ca and Ruth Ashbaugh 
Ruby, Irma 
and Miriam H am er, Helen 
Campbell, 
Mildred Batdorf. Alice 
Young, Leah 
Stewart, Ada and Sylvia 
Wolfe, Mrs. 
Hannah Wolfe 
Mrs. 
Albert 
Young, 
Mrs. Herman Young, 
Mrs. 
Gilbert 
Young, Mrs. John Stewart, Mrs. Har­ 
ry Hutchison and two children. Mrs. 
Starling Good. Mrs. Ralph Kendig and 
daughter, Mrs. Delmar 
H am er 
and 
son, Mrs. Arthur Linebaugh and son, 
Mrs. Howard Miller and son Mrs. Nel­ 
son Ashbaugh, Mrs. Gusty Ashbaugh. 
Mrs. Florence Poland and two 
chil­ 
dren, Mrs, A. H. (’osier, Mrs. \V ill in iii 
Johannes and son, Mrs. Jail! James, 
Mrs. Albert Nash, Mrs. Curtis Wolte 
and son. Mrs. George W o lfe and two 
children and Mrs. L. M. Pennewitt. 
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‘‘Tile farm is sold, 
farm, both advertised 
Columns last week, for 
Cast is. 


This and a 93 acre 
in your Classified 
$40,500,!” said Mr. 


137 
Ai’PF.S, all level, 
well 
drained 
farm: 3 miles of Xenia, w ith large 
b a in 
2 
tory 
I'm me house, orc hard 
« lo »■ to 
chool, loc ated on good pike, 
it 
I 
Tel good and plenty water. 
Priced for a home or an investment. 
On-dis 
G-11 


Mr. ( ’listis not only sold the farms and 
pot his clients 
price, hut was 
very well 
pleased with the advertising’, which he gives 
credit for the sale. 
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The Italian Government, headed by 
Vitorio E. Orlando, Prime Minister 
lins tendered its resignation to King 
Victor Emmanuel, following an ad­ 
verse vote against 
it in the Italian 
Chamber cf Deputies, according to a 
dispatch 
from 
Rome. 
The 
vote 
against the Government was 259 to 
70. 
Prem ier Orlando had demanded 
that the Chamber meet in secret ses­ 
sions to hear explanations regarding 
the foreign policy and made it a ques­ 
tion of confidence in the Government. 
The resignation of the Orlando- Gov­ 
ernm ent m ight have an em barrassing 
effect on the Peace Conference, as 
Premier Orlando has been a member 
of the Council of Four with Prem iers 
Lloyd George 
and Olemenceau 
ant 
President Wilson. 


XENIANS, CUT T H E WEEDS! 


I t’s everybody’s business 
In this old world of ours. 
To root up all the weeds we find 
And make room for the I lowers, 
So th a t every little garden, 
No m atter where it lies. 
May look like one God made 
And called it paradise. 


PONT Spoil. YOU H ULOTH KS. 
T h a t is w-fiy tn ey use Red (’rosa Fall 
Blue. 
A ll lead in g grocers. & cents- 


R. D. WILLIAMSON 
IS RE-APPOINTED 


County Commissioner 
R. D. Will 
iamson has been honored by 
re-ap 
pointmen! to the State Board of A g­ 
riculture by Governor Jam es M. Cox 
His appointm ent has been sent to the 
senate for confirmation. 
Mr. Williamson has served 
four 
years on the Agriculture board. Ile 
was first appointed by former Gover­ 
nor Willis, and thew second time by 
Governor Cox. 
lie is chairman o 
the live 
stock 
committee 
of 
the 
board. 
Mr. Williamson is one of the most 
representative farm ers and live stock 
men of the county. 
He and his son 
dowdy Williamson are engaged 
ex 
tensively in the bleeding and rais 
ing of pure bred sheep and cattle. 


.V V . A A A A .V . .VA A ,% 
Cuddle Up 


and 
l a r g e r 
Package* 


In the sweetest smelling 
oheets you ever put on your 
bed. Close your eyes — the fra­ 
grance of new mown hay. 
The 
punty and sweetness of absolute 
cleanliness. There’s nothing else 
ike the delightful odor of fresh 
clean linen—as you cuddle up in 
the sheets that GRANDMA washed. 
GRANDMA is a marvelous P o r t­ 
ie red soap. Powdered to save cut­ 
ting, chipping and wasting of bar 
soap. The millions of big, bursting, 
bubbling suds surge through the 
clothes and drive out every atom 
of dirt. Twice the cleaning power 
whit half the effort and at less c6st. 


L 


Try this Powdered Soap Today! 
Grandma's Powdered S o a p 
Saves TIME—Saves WORK—Saves SOAP 
Your Grocer Has It! 


EAST END NEWS 


TIRES 


Before you buy your next tire 
cull or 
see R. A. 
Murdock 
of 
Cedarville. 
I sell Racine, Goodyear 
and U. S. Tires at a price you can 
not afford to overlook. 
R. A. MURDOCK 


Main Street 
Cedarville, O. 


Ford Service Station. Citz. phone 55 


FAIRFIELD 


Mrs. C. R. Sluicy and 
daughter 
Mrs. Winifred Siebler, Mrs. W. 
I 
Barcalow and daughter. 
Miss Ruch 
ae! of Dayton, and 
Mrs. Jane E 
Reede of Springfield, motored to the 
Shuey-Rock field 
home, 
Thursday 
evening, for a short stay. 
Refresh­ 
ments were served and 
a pleasant 
evening enjoyed. 
David Keefer was reminded of 
his 68th birthday anniversary, Sun­ 
day, by his 
children, H arry Keefer 
and family, Mrs. Hazel Smith and two 
children, Mr. E. N. 
McClintock and 
family, and Mrs. Mattie Keefer of 
Dayton. 
A grand dinner was served. 
A cake on which was the fath er’s name 
and- age, adorned the center of the t a ­ 
ble. given by one of the daughters. 
When the children 
dispersed 
they 
washed their father many happy re­ 
turns of the day. 
Mrs. Joseph Shade was taken to the 
McClellan hospital at Xenia Thurs- 
j day, in a critical condition. 
She m ay 
I have to undergo an operation due to 
hemorrhages. 
Her m any friends hope 
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Before Buying,Heal 


I for her recovery. 
f \ 
Miss Em m a Coy of Chicago, is with 
her sister, Mrs. R. C. Rock Held 
and 
>!• family, recovering from an injury to 
V her left lame foot, caused by a fall. 
X 
Miss Clarissa Brannum spent th® 
week end at Cincinnati. 


Mrs. Charles Scott 
left 
Saturday 
night for Champaign, Illinois, to be 
present at the 
commencement exor­ 
cises Monday morning at which time 
their daughter 
Miss 
Gladys 
Scott, 
will graduate with 
the 
degree 
of 
Bachelor of Science from the Uni­ 
versity of Illinois, is one of Hie larg- j 
est schools of the Middle West, there i 
being more than 
60 in this 
year’s j 
graduating class. 
Lost, between Summers 
and 
WH- * 
son’s grocery, $10. 
Return to Mag- j 
gio Wilhite, 836 East Main street and | 
receive reward. 
J 
Mrs. Bertha Skeaton, of 1037 East j 
Second street, died Friday night at 12 j 
o’clock, midnight, at Washington hos­ 
pital. 
She had been 
operated 
on 
Thursday and rallied nicely 
from it. 
Silo was thought to be 
be 
getting 
along very well but her heart weuk- 
eed and she passed away quietly. SIK* 
was born here and except for a resi­ 
dence of a little over two years with 
lier husband in Pittsburgh, Pa., she 
has resided here all of her life. 
She 
was 23 years old. 
Her husband. Mr. 
Harry Skeaton, who is a private de­ 
tective in the 
Maxwell 
automobile 
factory in Detroit, arrived here Sun­ 
day morning. 
Besides lier 
husband 
she leaves an aunt, Mrs, Marie Stev­ 
ens, and an uncle Mr. Jam es Alexan­ 
der, and a number of 
other relatives. 
The remains are at the residence of 
Mrs. Marie Stevens. 
The funeral will 
be held at Zion Baptist church Wed­ 
nesday afternoon at 2:30 o’clock. 
Miss Ella Hilliard left this morn­ 
ing for Cleveland and Massillon 
on 
business. 


ployed in a barber simp on the 
cen­ 
tenary grounds for three weeks. 
Mrs. Victoria Lane, who lins been 
chosen lender of the women 
of 
St. 
John’s A. M. E. church, 
desires 
to 
meet every female member 
at 
the 
church Tuesday 
evening 
at 
eight 
o’clock. 
All will see tin* necessity of 
unity and will be present. 
The meet­ 
ing is for the purpose 
of 
organizing 
ami laying plans for the August rally. 
Mrs. Maria Stevens, of East Second 
street, has as her guests her daugh­ 
ter, Mrs. Mollie Boston, of Pittsburg, 
Pa. and Mrs. Broadice of Cleveland. 


THEATERS 


BIJOU. 


Louis Bennison, apt 
portrayer of 
Western roles, will 
appear at 
the 
Bijou T heater Tuesday matinee and 
night in his latest release “The Road 
Called S traig ht.” 
The picture 
is a release of 
the 
Betzwood Film Company and offers 
a story thrilling in its W estern touch 
and charming in its gentle breath of 
romance. 
The role is an exceedingly 
popular one for Bennison, who has 
gained a reputation as a most careful 
portrayer cf the wild and wooly type. 


ORPHIUM. 
P retty little Louise Huff has not 
appeared on a local screen and it is 
greatly due to this reason that local 
fans are showing much interest in 
her coming to the Orphium T heater 
Tuesday in her latest W orld-Picture 
release “ Crook of Dreams.” 
As the title indicates the story is 
complicated of plot and presents an 
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NEW EDISON 
‘The Phonograph With a Soul** 
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Mrs. Albe Siebold is with her son. 
Ed, who has received 
the 
second 
.stroke of paralysis at his farm home, 
4 1-2 miles northw est of W est Milton. 
Odd Fellows’ memorial services of 
Mad River Lodge, No. 243, were large­ 
ly attended Sunday, at 2 p. rn., at the 
M. E. Church. 
Prof. Dick of London, 
was the speaker. New Germany band 
furnished the music. 
Little flower 
girls formed the parade, which formed 
in a body at the I. O. O- F. hall. 
The 
graves were beautifully decorated. 
Mrs. J. M. Wilson is visiting her 
daughter, Mrs. Geo. IL Beach, and her 
husband, at Lakewood. 
Mr. and Mrs. Forest C. 
Thornhill 
and daughter, Carman, of 
Sabina, 
... spent Friday with 
her father, J. M 
•j* Wilson and sister, Mrs. S. IL Pierce, 
x and husband, returning home 
S utur­ 
al* day morning. 
, _ 
❖ 
Mr. and Mrs, L. C. Seam* left on 
X Thursday for a visit with their child­ 
es ren in Detroit, Mich. 
Y 
Friends here are anxious 
for the 
% return of Lester Finfrock, who is at 
Camp Sherman, f r o m overseas. 
Ile 
underwent an 
operation 
since 
a r ­ 
riving there the first ot the week. 


Tile National 
Association for Hie ! unusual 
and 
original 
construction. 
Advancement of Colored 
People 
is J Miss H uff is supported well. Frank 
holding its annual 
session in Cleve- ■ Mayo being the leading man while 
land (his week. 
The meetings will be I Virginia Hammond, Florence Tunings, 
held in St. J o in ’s A. M. E. church of Kempton Green, Josephine Williams, 
that city. 
Many of the 
most 
prom­ 
inent men of the white and colored 
races in this country 
will be in 
a t­ 
tendance. 
This association 
has 
its 
largest membersship in New York and 
the New England states, 
most 
of 
whom are white. 
Mists Anna Carroll has secured a 
nice position at the Miami Valley Hos­ 
pital in Dayton. 
She is employed in 
the diet department with h er sister, 
Nina.' 
Mr, R. J. W atkins left for Colum­ 
bus, Sunday, where h e -.will 
be 
em- 


Edward Elkas and Kate Lester have 
im portant roles. 


WASHINGTON WOMAN MAKES 
BIG DONATION TO O. W. IT. 


Mrs. W. W. Davies of 
this city, 
wife of Prof. Davies, has made a do­ 
nation of $50,000 to 
the 
Ohio Wes­ 
leyan University at Delaware, for the 
establishment of a professorship in 
religious education, according to an­ 
nouncement made at the university.'— 
Washington C- IL Herald. 


EDISON DIAMOND 
DISC RE-CREA­ 
TION RECORDS 
JA M ) & Son 


’'Dependable Furniture 


“SOME STINGY MEN. 


Have you heard of that stingy ie!- 
low who says he is isn’t 
going 
to 
write home to his wife in 
another 
state until after July 1. 
when 
the 
postal rate will be 2 cents instead of 
3 cents? 
He is as close as the man 
who used a w art on the back ot his 
neck for a collar 
button, 
or 
the 
‘‘cuss” who always rides in the rear 
coach of a train, thinking that he wilt 
get a longej ride for his money. 


Children Can Drink 
as many cupfuls of 
POSTUM 
as tKey like. 
TKere’s no Liar rn in. 
Pos Aum— no dru 
to Kurt tKem and 
a 
after-regrets. 
There's a Reason 


Be tx wood Film Company P resen ts 
Lo u is Dennison 


in -T ic l^oad CalleS 
Straight” / ^ 
A J 
fix/ L/r/f/IH P 
i 
s 
t 
i 
l 
' 
By W ilson B ny ley 
D irected by 
Ira M Lowry 


A Story ap }f 
Hard Fwhhnq 
cmd Bolti 
S t 
L ovm q 
[Aov<Jwyn 


PETEY DINK 
it, 
By Voight 
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The Xenia Daily Gazette 


ru M lsn ed ac G azette Building 
South D etro it S treet By 
T H E CHEW PUBLISHING CO: 


J . P . C H E W , EDITOR* 


E ntered as second class Aiail m atte 
under act of M arch 3rd, 18/9, a t 
the 
Postoffice, X enia, Ohio. 


I .Fourth) Their rented lands are taken 
away and given to Japanese settlers; 
hence such exodus of 
thousands to 
Manchuria, etc. 
(Fifth) 
Absolutely 
denied the privilege of travel abroad 
or study in foreign countries. 
These 
are some of the complaints voiced by 
them. 


M em bers 
"cmio 
Select 
L ist” Dail 
N ew spapers. 
R obert E. W ard, Foreig 
A dvertising 
R epresentative. 
Chicag 
Office, 
No. 6 South 
W abash 
Avenue 
New Y ork Office, 226 F ilth Avenue. 


N E W SUBSCRIPTION K A TES 
I Mo. 3 Mo. 6 Mo. I Yr, 
In G reene C ounty! 
.40 $1.00 fl.90 13.60 
Zones I and 2 . . . . 
.46 1.16 
2.15 4.0 
Zones 3, 4 and 6 .. 
.60 1.30 
2.40 4.60 
Zones 6 and 7 . . . 
.66 1.46 
2.65 6.00 
Zone 8 ..........................60 
1.60 
2.90 6.50 


By C arrier, P er W eek, 12c. 
P er bingle Copy, ac. 


JAPAN HAS JUST 
“GRAB­ 
BED” KOREA, AND TEN 
MILLION PEOPLE. 


The ‘’little Japs” 
are not much in 
stature, but what there is of them 
is a condensed battery of aggressive­ 


ness, a regular never give-up, but 
“get there.” 
Did you notice in the news from 
Congress, 
last week, 
that Senator 
James D. Phelan 
oi California, 
is 
protesting against the way the Japs 
are acquiring land in that state. 
It 
seems that the immigration laws per­ 
mit them to come into this country at 
the rate of three to five per cent of 
those already here. 
Senator Phelan 
argued that he had no sympathy with 
the “per centage” plan, and wants the 
immigration law changed to a greater 
degree of exclusiveness of the Japs. 
He says their national characteristic, 
as displayed here, is to become land 
owners, and that this operates to the 
under valuation 
of all 
surrounding 
country. 
They are aggressive little 
fellows, and not always by fair means, 
us their present “gobbling” of Korea, 
a subject just thrust upon the public, 
well illustrates. 
lf you'have a good large map of 
Asia, and 
look 
on 
the southwest 
coast of Manchuria, a little below the 
city of Vladivostok, and partly bor­ 
dering on China, you will see a prom­ 
ontory projecting out, just as Florida 
does from our country and in shape 
very much like Florida. This is Korea. 
At the time of the Russian-Jap- 
anese war the Japanese claimed they 
were fighting Russia because she was 
preparing to rob China of Manchuria 
and Korea. 
Now they 
themselves 
have out-Russiaed Russia, especially 
as regards Korea. 
A witty china­ 
man put it this way: 
It is much a> 
if I should knock a man down, saying, 
“That man was about to take your 
watch,” and 
then take the 
watch 
myself. 
On the eist of this promontory of 
Korea is the Japan sea. on the west 
the Yellow sea, 
and bordering Un* 
latter the Japanese islands or nation. 
The length of the country is about 
♦>0<i miles and the population about 
ten millions. 
The natives are of a 
mongrel nature, 
a mixture between 
Chinese and Japanese. 
Japan’s 
aggressiveness 
towards 
China has long been a public scandal. 
With national prowess, which China 
lacks, she has domineered over the 


BUY NOW. 


U.S.PLANNED TO USE DIRIGIBLES WITH HUGE CANNON AGAINST FOE 


For a text,, we take Hic liberty ofj 
using an extract from the advertise­ 
ment of the Greene County Lumber 
Company in this paper, as follow's: 
"Lumber bought before 
the war 
cost you more than twice as much in 
farm products than 
it does today. 
Lumber has increased little in price. 
Farm products 
much. 
Now is 
the 
time to build. 
Thirty-six hogs in 
IDI4 would buy material for a barn 
34x48 feet. 
Now' the same hogs will 
provide material for the same barn 
and yet leave a cash balance of $500. 
These relative valuer of course will* 
apply to any other kind of construc­ 
tion and this illustration leads to but 
one logical conclusion which is that 
the farmer can better now afford to 
build than ever in history.” 
“Buy now!” 
urges the Council of 
National Defense. 
It is excellent advice, designed to 
prevent a disastrous slump in busi­ 
ness and get more easily and quickly 
through the 
uneasy 
reconstruction 
period and into the boom times, which 
almost everybody agrees lie ahead. 
Prices will come dowm, to be sure, 
all along the line, if everybody holds 
off buying long enough. 
But to stop 
buying as a deliberate policy for the 
sake of lowering 
prices is suicidal. 
Both experience and economic teach­ 
ing fehow the fallacy of it. The trou­ 
ble is that bv the time price levels 
have been lowered markedly by this 
drastic process, people no longer have 
the money to buy things even at the 
reduced prices. 
Except in special and exceptional 
cases, there is nothing to be gained 
by waiting, and much to lose. 
Buy­ 
ing now will stimulate business and 
industry. 
It will keep men and wo- 
men working. 
It will hold up wages 
and salaries and dividends. 
lf it holds prices at what seems an 
abnormally high 
level, that 
is of 
minor importance—as long as every­ 
body is making money. 
There was 
little real complaint about high prices 
f the last coapioMjf y*»rrs; because peo­ 
ple had the money to pay the prices, 
and after paying them had more left 
over than usual, as present bank de- 
| posits and Liberty Bond holdings a t­ 
test. 
Buy Now. 


Views, just released for publication. 
of giant dirigible with 75m. guns. 
Lower picture shows how guns are 
mounted and comparative size of 
guns to a man. 


Pictures just released show an­ 
other war machine that the Ger­ 
mans would have had to battle had 
the 
war 
lasted 
many 
months 
longer. 
Many 
of 
these 
giant 
dirigibles were ordered for the^ A. 
E. F. from a French firm. 
They 
w’ere to be used over land to aid 
the land forces and over sea to 
protect shipping. 
The 75m. guns 
on board are so constructed that 
they can be trained on objects al­ 
most 
directly 
below 
the 
air- 
dreadnaught. 


THE PROMOTER'S 
WIFE 


BY JANE PHELPS. 


for the best, 
i was as anxious as 
he to get our debts paid. 
More per­ 
haps as I hoped that,w ere he free 
his buoyant spirits anti happiness 
would return- 
Ile was 
old far 
be­ 
yond his years, his boyishness had all 
disappeared. 
He had been tried, had 
been burnt in 
the 
fires 
and 
even 
though he never again 
would 
be 
found wanting, the effect had 
been 
terrible upon him. 
Robert was delighted 
Many pre­ 
cious hours did he and his 
father 
spend together, taking long walks, or 
sitting on the porch talking of what 
Robert should be when he grew up. 
Once I overheard his father tell him: 
“ Never think money is everything, 
my boy- 
It is all right to plan to be 


himself it was always in 
language 
that disclosed the sweetness of his 
nature. 
His simple theory of life. 
We had made a few friends in 
our new home. 
Nice intelligent peo­ 
ple about our own age. 
We played 
bridge 'with them occasionally 
and 
once in a while one or the other would 
give a little dinner. I cultivated them 
more now than I had before. 
Neil 
would be better for a little society, 
altho he grumbling^- declared 
he 
wanted none of it. Yet I noticed that 
when ho and the men 
talked—men 
who were trying to make 
headway 
in business—that he brightened up 
considerably, and that he invariably 
talked so they were interested. 
“A few friends.” father h<ul said. 
2*-/I 


low Neil to draw completely away 
from human companionship. 
Tomorrow—Neil Pays the Last of 
His Obligations. 


METHODISTS 


T O -N IG H T 


"THE LITTLE DIPLOMAT” 
Pattie 5 reel comedy drama featuring BABY MARIE 
OSBORNE, LITTLE SAMBO and an all star cast. 


“WOLVES OF KULTUR” 
Pattie two “reel serial featuring LEAH BAIRD, SHEL­ 
DON LEWIS and an all star cast. 


TWO-----BIG FEATURES------- TWO 


TUESDAY NIGHT 
“CROOK OF DREAMS” 
World 5 reel drama featuring LOUISE HUFF, FRANK 
MAYO and an all star cast. 
It is a corking good picture and you’ll enjoy it. 


“THE LURE OF THE CIRCUS” 
Universal 2 reel serial 
featuring EDDIE POLO and 
an all star cast. 
- 
• 
Mi 
TWO-----BIG FEATURES--------TWO 


VISITING THE CENTENARY 
CELEBRATION ARE VERY 
WELCOME AT THE BUCK- j 
EYE STATE 
BUILDING & 
LOAN CO. 


t a good business man. to earn 
and j I knew he was right 
have your share of the good things of , 
— 
But never do it at the expense 


I must not al­ 


ii fe. 
of another. • Selfishness, indifference 
X X X v X>vv v 


Neil Has a Month’s Vacation. 


CHAPTER CXXI. .. 
The armistice had been 
signed. 
The war was over. 
How Neil and 
other men who had worked as he had 
lived through it I never shall under­ 
stand. 
It was not only the soldier in 
the trenches who took his life in his 
hand ready to give it willingly if 
necessary . 
But men at home, men 
who carried the financial burden of 
the war, men who supplied the where­ 
withal to fight, and who could not for 
a moment sleep at the post 
Frederick insisted that Neil take a 
rest, but first he called him into his 
private office. 
‘ How much have 
you 
saved, 
Forbes?” Neil told 
him. He 
was 
lacs.', 
sue Has uviniiieercu u>ci 
u*t 
mu 
, 
. . j dumbfounded. “How ever did you 
do 
latter, and 
has taken rough-handedj 
jf»*» ke 
about everything she wanted. 
The 
“We have lived very simply, 
Bar- 
late Bishop S a ffo rd , of the Method- 
bara has done all she could 
to help 


ist church, 
for a quarter century a 
e d ^ o 'n e h S e d ^ d o b V r s T m o n t^ 
missionary' in China, has given thej thankn to her__ever gince we 
,eft 
world in his great book on China, , New York. 
The rest is in bank un- 
Ins appeal to Japan to keep hands | til I have enough to clear up my in* 
, debtedness to Scott and others. 
, . 
, 
, 
i 
Frederick said nothing more just 
beni" ,-o < one arn 
so 
anPn^ our financeM# but insisted 
much of a sugar-plum, Japan ba - i upon Neil taking a month’s vacation, 
just simply taken it within the l a s t ■ He advised Maine or Canada, some 
few years, with practically no world I en^*re change- 
Neil said nothing, but 


to others bring sorrow in its train al­ 
ways—in some way I want my son to 
be respected, honored, because he is 
honorable.” 
Tears filled my eyes a* 
I heard, not so much because of the 
words, as the sadness of the tone- 
“ I want to be like you father,” had 
been the boy’s answer, 
i 
“ I pray you may never be like me, 
I pray you may be a far better man 
than ever I have been. 
Some day 
when you are older I shall tell you a 
story. 
When you arc old enough to 
understand. 
I crept quietly away. 
Was Nei! 
never to be at peace? Was he alway* 
to carry with him the 
knowledge 
that he had nearly shared the com- 


? 
THE 
I BOOKLET KING CO. 
| 
PLUMBERS AND 
Y 
415 W. Main Street 
I 
MACHINISTS 
% 
Valves, Pipe and Fittings 
J Electric Bulbs 
for Farm 
? 
and City Use. 
\ 
Both Phones 


•X X X * 
*X* *X ' X > -X 


1. 
And so are all other visitors. 
2. 
Come iii and see a model suv- 
n digs institution 
o. 
Which pays 5 per cent 
in- 
•terest on time deposits 
4- 
And loans only on homes and 
farms. 
^ j 5. 
One of the 
largest, 
safest 
•! 
and best known financial 
a | 
institutions 
in 
Central 
x | 
Ohio. 
$ b. 
Assets over $17,l(iIL0<H). 
7. 
Its officers 
are 
courteous 
and like inquiries. 
C 
Convenient location, Rankin 
Bldg., 
22 West Gay S t, 
Columbus, Ohio. 


mon fate of criminals because he had •>*X*v*X*,X ,,X**X*-X,v ,X ,,X*,X*‘X*,X*XX**X,,X*,X*‘>*X**>*>->*X*%*‘X**X**>*X**>X>( 
done wrong? 
% 
% 
Father and motehr visited us dur- y 
# 
I 
* 
*r 
* Spring and Summer * 


off China. 
But Korea 


lighted with our. little home, and I v 
) 
knew happier than when they visited j f. 
/ 
us in town. 
They knew very little 
^ of what had happened, simply 
that ; t 
Neil had lost most of his^money, and 
was starting over again. Neil frankly j y 
told of his work with Frederick, of j A 
w hat he hoped to do now that the war j ❖ 


came to me with his plan which was 
to simply stay at home and ‘get ac­ 
quainted with his family’. 
‘I of course get full salary, 
it 
will mean saving if I remain hen*. 


power to 
say 
it 
nay. 
There 
are 
many christian missionaries in Korea 
but they are having 
a hard time. 
Naturally they sympathize with the 
et 
t 
r 
* 
i/ 
„ * 
I,, * Then I am so tired I long just for you 
efforts of the native Koreans to be I 
, 
• * 
<■ u 
*. 
; arid the quiet of home. 
let alone, and with the movement on j 
j abreed with him that it would Ire 
the part of natives to have the Peace j 
Conference at Paris recognize their > 
independence from Japan. 
Many ot j 
the missionaries have been mistreated j 
and all are in a state of excitement I 
over the torn-up 
condition 
of 
the < 
country on account of the effort to J 
get out from the clutches of Japan, j 
Home of their complaints are along 1 
the lines following: 
(First) Japan is j 
said to be insufferably autocratic—* 
Would put 
the czar to 
shame. 
No ; 
right of appeal 
whatever on 
any i 
point from the word of the governor 
(Second) It is said to be 
a rule of 
bruite force, not one ounce of love or 
lympatby shown to win the goodwill 
of the people, but they are 
railed 
“natives” and looked upon as little 
better than serfs or slaves. They can­ 
not e\en discuss the simplest matters , 
of tax or government without being 
sujntfna^ily j arrested 
for 
treason, j 
(Third) They are being 
“denation-. 
ntizeU 
by1,the Japanese police, v.nich f 
forbids their own history, language. I 
etc., being taught in schools, all re­ 
quiring the Japanese 
language as; 
medium 
They cannot even study in ' 
the u n i t public school with the Jap.*-) 
ut se, no matter 
how well 
qualified 


was over 
‘‘A simple life is the best,” father 
said, as w e all . at in the little living 
loom after dinner “ I am 
urr you 
will Iv happier if you do not try for I X 
too great riches. 
They t a k e wings 
and fly away a.- you have . cen. Lovo, 
a few friend , enough to live com­ 
fortably, what 
more 
doc 
anyone 
need?” 
It wa 
so like dear father to talk 
ike that 
He never preached, never 


<,<“X MX**X‘,x»<*<**i*»x*<,<‘»i**x*#i**x*,t,«i*,i”>,x»»i,‘X»»x,*X‘<*»x»*x,«x,»i,<,-i» 


For your Spring Suit don’t forget to see our 


line of all wool, first-class Goods—any 


style you wish, at prices very reasonable. 
KANY 
T H E L E A D I N G 
T A I L O R 


p ennoned. 
But when he exploded 
Kfv*‘J v v •;**>•>v 'Vv v v v v v v d * v •>•-*J-*>>C - *>v •>v •>v •>•>•>v •>•>>v v v v v *1*v v v •/•> 1 
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TO-NIGHT 


TUGS. H. INCE PRESENTS 
ENID BENNETT IN 
Partners Three 


A PARAMOUNT PICTURE 
On the hot, parched sands of the Arizona desert, where 
few men had ever trod, she found the love 
that she had 
sought in vain amidst the city’s teeming millions. 
Good? 
Did you ever see an Enid Bennett picture that was anything 
else but good? 
Don’t miss “Partners Three.” 
“One Every Minute” 
Jamesf Montgomery Flagg Comedy. 
' v 
ADMISSION 10c and 15c 


TUESDAY 
MATINEE ANI) NIGHT 
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“TOOTSIES AND TAM ALS” 
* 
Two Reel Big V Comedy. 
r \ 
ADMISSION 10c aud 15c 
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HERE IS THE BIGGEST 
Bargain Counter of Greene Co. 


lf you want to buy, sell, or trade Real Estate, Live Stock, Poultry, Household Goods, or 
Automobiles, place them on our bargain table, and become our steady customer. 
CLASSIFIED ADVERTISEMENTS are the mediums thfcu which BU YER and SELLER 
MEET. READ AND USE THESE ADS. 
EITHER PHONE 111. 


DAYTON MARKETS 


G R A IN 
The follow lug pricer are being paid 
by Dayton mills for grain. 
Wheat—No. J, $2.25 per bushel. 
Corn—$2.05 per cwt. 
Oats— 74c per bushel. 
Rye—$1.20 per bushel. 
Bulk Middling- $55 per ton. 


H O G S 
Receipts 
S 
I logs 
steady. 
Choice heavies 
Select butchers and pack­ 
ers ................................ 
Heavy yorkers .............. 
Light yorkers ................ 
Rigs ......................................... 
Choice fat sows ............ 
Common to fair sows . 
Stags .................................. 
C A T T L E 


cars; 
market 


MRS. ANOREW FAUL 
DIES SUDDENLY OF 
HEART FAILURE 


$19.50@2d.U0 


$ Hi.5(1(0 20.Od 
. $ t S.50(if 10.2 * 
. $ 17.50® I S.i)0 
$ 17.00 #17.5(1 
.$17.50 ((l-18.00 
.$17.00 dr 17.50 
$11.00(0 lo.OO 


Receipts 
ears: market 


M ISC ELLA N EO U S 
Classified Advertising 
Rates. 


E F F E C T I V E , J U L Y Int, 1018. 


One cunt per w o r d ea ch Insertion, 
d isc o u n t if ad. is run one 
w e ek . 
No ad. a cce p ted for less than 25c 
20% off for c a s h w i t h order, of if 
paid for at o f f i c e or by mail w h il e 
tile, ad is run ni ng. 
. 
One m o n t h for tile price of throe 
w e ek s . 
* ’’• 
»_ 
, J-» 
Co nt rac t and d is p la y ra tes oh a p ­ 
plication. 
' 
’! 
F ig u re s, d a t e s an d a d d re ss es ard‘ 
counted. 
Classified p a g o c lo s es at IO a. m 


Save $100—Genco Light 
T h e 
ful ly 
G U A R A N T E E D 
farm 
l i g h t i n g pla nt for jess mone y. All i n ­ 
s t a l l a t io n s m a d e by e x p e r t ele ctricians. 
P la n t on d is p la y at our office. 
F u l l 
p a r ticu la r s on request. 
T h is plant lias 
a c a p a c it y un eq u a lled by 
a n y 
o th er 
plant for the s a m e price. 
The Dalie Electric Co. 
130 S. L i m e s t o n e St. 
Springfield, Olm>. 
E V E R Y T H I N G EL.EGTRICA L. 
Sole A g e n t s for 
Cl ar k 
an d 
G re en e 
Count ies . 
6-12t£ 


FOK K ENT 


FOR 
R E N T —L i v i n g 
G a ze tte Bldg. 
room 
for 
man. 
adv,ti 


H E LP W A N TED . 
F O R 
R E N T —T w o 
r o o m s 
Call 3 14 -\V. Dell 
w i t h 
bath. 
6-22 


W A N T E D 
H a r v e s t Help. 
Could 
u s e 
good m an five or six w e e k s . Apply 
pe rso n a lly 
if 
possible. 
F r a n k 
B a r ­ 
nett, 
L ow er 
B ell b ro o k pike. 
6-23 


FOR R E N T —J u l y I, 2 fou r room a p a r t ­ 
m en ts. all w h it e w o o d w o r k 
with 
F re n ch doors. 
6-24 


F U R R E N T 
incnlH. 35 
-July I, 2 fou r room a p a r t- 
Soutli D e t r o i t St. 
6-24 


UNSKILLED MEN 


For Production Work 


A G E S 18 to 45. 


W e i g h t Itll P o u n d s or More 


In Good Physical 
Condition 


Good L iv in g W a g e Paid While L e a rn ­ 
ing. 
St e a d y 
W o r k 
Assured. 
Ap ply in Pe rso n or C o m m u n i c a t e w i t h 
F a c t o r y E m p l o y m e n t Office 


THE GOODYEAR TIRE 
& RUBBER CO. 


KOK SA L E M ISC EL LA N EO U S 


600,000 
L A T E 
ST O N E 
TOMATO 
an d 
late cabb ag e, held g r o w n plants. E n ­ 
g l e F lo r a l Co. 
6-2t£ 


T OR S A L E —L a d y ’s sui!, size 36, w a i s t 
Ital and s h o e s 131 W e s t Church St. 
6-25 


POR S A L E — Ca bbage , to m a t o and c e l ­ 
ery plants. Edward Nichols, B u r l i n g ­ 
ton pike. Bell 4012-VV-12. 
7-1 


TOR 
S A L E — Celery 
Plants. 
Grindle, Cedarville. 
John 
CV 
6-25 


TO U BALI'!—Cook 
heating, s t o v e s , 
od, coal, g a s or g a s o l i n e s t o v e re-^ 
p a ir in g of alt kin ds. A n d y P fah l, Sec- 
on H a n d Store. 15 W e s t Third St.6-6tf 


FOR SAL14— B a s e burner in go o d r e n ­ 
dition. Choup. Call Bell 534- W. 
6-23 


DI A M ON D N E C K T I E PIN 
$45 ‘UH $5.00 
d ow n , 
$5 
m o n t h ly . 
J o h n 
Harb iu e, 
A ll en bldg. 
6-25 


SA L E OF KEAL ESTA TE. 


H O U S E S F O R S A L E IN X E N I A , large 
and small- Jo hn ll a rb in e, Al len bldg 
7-11 


W E A R E O F F E R I N G f o r ' sa le the farm 
b e l o n g i n g to Bo yd H o pp in g, c o n t a i n ­ 
in g 81.16 acres. 
T h i s farm is lo ca t­ 
ed 
on the 
Upper B e ll b r o o k 
pike, 
a b ou t I m ile fr o m the court house. 
T h is land is all level and under c u l ­ 
tiv atio n and o n e o f th e hes t pr odu c­ 
i n g f a r m s in the c o u n ty . Good hou se 
barn and o u t b u i l d i n g s and nlsm six 
room 
te n a n t house. 
City 
w a t e r 
iii 
bot Ii houses. 
F a l l p o s s e s s io n lf d e ­ 
sired. Call or see L o n g and Marshall, 
Xe nia , Ohio, e x c l u s i v e a g e n ts. 6-5tf 


JOHN W. P R U G H 
"the Real E s t a t e 
Man,” w ill buy or scil y o u r property. 
M on ey to loan. T w e l v e y e a r s s u c c e s s ­ 
ful busi nes s. 
A sq ua re deal. Office 
Ne 
6 N orth D etro it Bt. B o t h phones. 
6 - l t f 


W A N T E D — ID b o u s e s for sum of 5 or 6 
rooms. W e h a v e the buyers. W'e also 
i m vo 22 tine f a r m s for s u b 1 from 3 
acre s to 250 acres. Call and ha ve a 
talk 
w ith 
us. G ri eve anc! 
H arn ess , 
17 A llen bl d g B o th ph one s. 
6-23 


FOR SA L E HOUSEHO LD HOODS. 


F I SH BAC K ' S N E W and S E C O N D H A N D 
Store, 
636-7-0 E a s t Main. 
Buy 
and 
sell c loth es , st o v es, furniture, 
c a r ­ 
p e t s etc. Cit. plume G334. 
ti -1* t f 


Cattle 
st eady . 
' Fair to good shippers $ 12.th)(PM LOO 
Mood to choice butchers $ I LOO(<$13.00 
"air to medium butchers . $3.00(ft' 11.00 


FOR SA L E AUTOM OBILES 


FOR SALE- 
7 SSW'. 
-Saxon roadster. Call 
Bell 
6-24 


F O R S A L E —One ID 19 11-45 Bu ick , five 
p a s s e n g e r t o u r i n g car, w i t h s u m m e r 
and w i n t e r Lop, used for d e m o n s t r a ­ 
tor. 
One 1917 D-45 B u ic k live p a s ­ 
s e n g e r t o u r i n g car, w i t h cord tires 
in p erfec t condition. One IDTI B ui ck 
five p a s s e n g e r ’ t o u r in g 
car. 
AI. 
ll. 
Schmid t, X e n i a Gara ge. 
6-23 


ATA NAV ELL AU TOMOBIL E ne e d in g re ­ 
pairs for sa le $50. oJlin l la r b in e , A l ­ 
ien building. T ele p h o n es. 


.I ■■■ I I .ll. 
L II U I . --C - - 
‘ 
• * —— — — - 
" " - -*1 


FOR S A L E - Dresser ami 
w a s h 
amid 
in first cla s s condition, $12. Bell 23-R 
or 223 Union St. 
6-25 


FOK S A L E LIVE STOCK 


H OR SE . u t . 1.400; nip 
!» years. Uric ' 
$100. Jo h n lla rbi ne , Allen bldg. 6 - ” > 


Good to choice heifers 
. 
. 
. $9.00®-l l.t|0 
Fair lo good h e i f e r s 
$8,OOO/' 10.00 Faul, occurred, May 4, 1875 
Choice fat cow s .....................$9.006/10.00 Detroit street. 
Mr. Faul 


Stricken by heart trouble after re­ 
tiring Sunday night, 
Mrs. 
Andrew 
Faul of the Springfield pike, 
died 
five minutes later, 
at IO o’clock. 
A 
physician who had been 
summoned 
reached the' house just as she passed 
away. 
Although she had been sub­ 
ject to attacks of heart trouble for 
several years, Mrs. Faul was feeling 
well prior to the fatal attack, which 
did not appear to be more 
severe 
than others through which she had 
passed safely. 
Mrs. P aul’s maiden name was Mary 
Elizabeth Moore 
She was born near 
Wilmington in Clinton county, Aug. 
7, 1854, and her parents dying when 
she was young she was reared by lier 
grandfather, 
lier marriage to Mr. 
Faul occurred May , ;T8754. 
After 
their marriage they lived 
in 
Cler­ 
mont county until 88(> 
when 
they 
came to Xenia, where until 1905 Mu 
After 
at that 


hei 
letters of advice which are to; 
be opened upon her arrival in Mexico.’ 
It was a source of great pleasure 
to the guests to be able to 
renew 
their acquaintance w ith Mr: Staggers* 
who has not spent much time in this 
community since his graduation ftom 
Antioch five years ago. 
v 
The hostess Served delicious 
re ­ 
freshments of ice-cream and cake and 
punch to her guests. 


Peanut OU. 
■ The peanut oil, which Is used as ti 
substitute for other nut oils, is recelv-, 
Ins special attention from growers who 
find this the most profitable feature of 
the Industry. 
About. 40,000.000 bush­ 
els a year are userl in I tm production 
of peanut oil, a bushel weighing 30 
pounds, usually yielding about a gal­ 
lon. 


FU R 
SA LE - G ue rns ey 
< < 
\V. We bs to r. Hell 121- It. 
< Ma i It sn ti 
6 - 2 i 


F O R S A L E — Red I’<>11. <I Bull, t w o \«\u 
old. ii. D. Stroup. Bit. phone .‘I *28 
6-21 


Fair to good fat c o w s 
$7.006/9.OU 
Bologna 
cows ......................... $5,006/6.00 
Butcher hulls ................ $9.006( 10.00 
Bologna hulls ...................$ 8 ,0 0 6 /9 .0 0 
Calves ..................................... $10.00® 
15.00 
S H E E P A N D L A M B S 
Sheep and lim it s — Receipts light, 
market lower. 
Sheep ......................................... $7.0 0 ®9.00 
Lambs ..................................... $10,006! 15.00 


F O R BA LE 
T w o yoni 
<»I*I 
bull. 
Ball 
H e n r y 
Wclss, 
4-834. 


Short Imrn 
Bitizen 
6 - 2'! 
Legal Notice 


F O R S A L E 
Six J ers ey heifers, f i e s l ^ 
ext ra 
nice. Ball Bell phone. B u t t o n 
e x c h a n g e , 
11-40 aiel a r ra n g e lo see 
them.. 
R u s s e ll Grain. 
6-24 


LOST AND FOF NI) 


LOSO’- B e t w e e n Third .street and 
Of- 
phtuin, a gold brooch valued as 
a 
k e e p s a k e . 
Liberal reward it r e t u r n ­ 
ed 
to Mattie- Lune, 520 Ea st Third. 
Bell 158-R. 
6-21 


LOST 
An e x h a u s t th istle for Ford a u ­ 
tom obi le . N ot if y D. Ii. Aliller. 
Bit. 
phone. 
6-23 


"B U SIN E SS AN D PR O FESSIO NAL 


A K R O N , OHIO 


W A N T E D 
H a r v e s t halide. 
J I ye. Bell 253-W-l. 


7-7 


John 
ll. 
6-28 


W A N TED 


W A N T E D 
T o rent 
s. 6 or 7 
room 
mod ern h o u s e ; no child ren; p crm a- 
m e n t acuter; he st o f refe re nc es . A d ­ 
dr e s s C. W. J., care G aze lle . 
l f 


H o t SE 
I’art y* w a n t s to 
rent 
h ou se 
ab o u t nine r o o m s In or near Xe nia . 
John ll a rb in e, Allen building. T e l e ­ 
phones. 
6-28 


W A N T E D —B r i g h t y o u n g man for sh oe 
bu siness, s o m e e x p e r i e n c e preferred. 
Fr azer Birne Store. 
6-23 


SITU A TIO N W AN TED 


F O R S A L E — F o u r se cond barid pia no s, 
a ls o one seco nd hand p la y e r in tirst- 
rlttss condition. Ball at S u tto n Mash; 
■ store, 50 and 52 E a s t Main St. 
6-25 


FOR S A R E — H ig h g rad e binder twi ne, 
price ligh t. Bolden Al ini ng Co. B o th 
phones, 164 
6-21 


F O R S A L E — AU size p ip in g and fl u es 
for c on cre te and f e n c e bracing. X e n i a 
Supp ly Co. 
6-18tf 


FOR S A L E — Second ba nd s e w i n g m a ­ 
ch in e at S in g er office 
at 62 East 
Alain street, a ls o n e w S i n g e r s at $2 
per mon th. 
6-23 


FOB SA L E 
G aso lin e and coal oil tank, 
s e lf m e a s u r i n g . 120 gal. each. W. A. 
Ale xan de r, 
Y ello w 
Sprin gs, 
Bot h 
phones. 
6 - 1 3 t f 


FOK SA L E KEAL ESTA TE 


G I R L w a n t s pr iv a te h o u s e w o r k in cit y 
or cou nt ry. Ball Bell ph one 339W-2. 
6-23 
“HELLO” 
Are yo u g o i n g 
to P a in t? 
The Acrobat Painters 
F o r p ar ticu la r p e o p le —w il l e co n o m iz e 
— a ve 
m o n e y — s a v e 
pai nt 
for 
y o u — 
G et in touch w ith 
L. A. Woolley & Sons 
ri 23 
X eni a. ll. D. 8. 


M ISC ELLA N EO U S. 


DU A F T B R E E D E R S NOTIC E — The; 
P er ch er o n 
st a llio n 
"Bo xie” 
107714, 
w i l l m a k e tim s e a s o n o f 1919 at O a k ­ 
land fa rm -one mile from fa irg ro u n d 
on F a ir g r o u n d rosd. T e r m s $15 to in- 
mire a liv in g foal. .mines H, H a w ­ 
kins. 
lf p o s si b le u s e phone. 
Belt 
741 R-4. 
6-2S 


P A P E R H A N G I N G — F i n e s a m p le s 
to 
s e lec t from, cheap. F ra n k H am ilt on , 
Uillsens' 
p h o n e 
14-815 
Wilberf orc e. 
6-22 


F A N D A N D G R A V E L FUR S A L E 
Bull 
LUY 11 BOM PANY. 
Office 18. Allen Bldg.. 
Bell plionri 810-W . 
6 20tf 


H A V E Y O U R V A U L T S cle ane d by th e 
X e n i a V a u lt C l e a n i n g Co., Belt 337W. 
Citizens, 187. 
6 - l l t f 


F O R 
S A L E —SI.' 
ro om 
ho u se , 
- w i t h 
p le n ty of 
fr ui t 
trees, 
$1,000, 
rn 
S p rin g Valley, a ls o e ig h t room h o u s e 
in Be lmon t. G. W. Davis, R. 12 D a y ­ 
ton. Bell ph on e E a s t 2322. 
6-16tf 


LONG & M A R S H A L L —Real e s t a t e and 
loans. Will bu y or sell y o u r pr ope rty 
^ or loan yo u m on ey, 
it w il l pay you 
“ 
to sec me. 
Office 19 S o u th D etr o it 
St. G a ze t t e bldg. B ot h p h o n e s 
6 - l t f 


HOU SE for sale $900. $25. 
then 
$10 
m o n th ly . Joh n Harbine, A llen bldg. 
7-7 


Bu y a Lot aud Build a H o m e 
Iii 
X en ia' s 
E x c l u s i v e 
R esi d e n c e 
Section. 
IO 
Lots 
IO 
Idcullv located on Springfield Ave. 
$200 to $50U or Term s. 
Grieve and Harness. 
Sole Ag ents. 
Room No. 17 Allen Bldg. 


r U B L I C S A L E . 


P UB LI C 
S A L E 
OF 
H O U S E H O L D 
GOODS. 
Friday, June 27, 1919, 
12:30 p. in., sharp, 
a t 
Hie 
r e s id en ce 
of 
T hud 
I ’. 
B u n , 
YELL OW S PRI NG S, OHIO. 
C o n s i s t i n g of 
Antique Oak Dining 
Room Set 
Side boa r.d, 12-foot e x t e n s i o n table and 
6 chairs, 
SOLID OAK WINDSOR 
FOLDING BED 


Q u ar ter ed oak Horary table. 
GOOD BAUS UPRIGHT 
PIANO 
M ah o g a n y 
c en ter 
table, 
a n t iq u e 
oak 
bedr oom 
set 
be dstea d, 
d r e ss e r 
and 
w a s h stan d; I body B r u s s e l s rug, 9x12, 
I 
.a p cst ry 
rug 
10x14. 
80 YARDS BIGELOW 
WILTON CARPET 
flu' best made in U. S., /ill in one car* 
• pct; 8 ya rds B r u s s e l s st ai r carpet: 21 
r iiai ts: 31 y a r d s Dotty B r u s s e l s hall car* 
I pet; 8 y a rd s B r u s s e l s st a ir ca rp et s; 21 
>ard s m a t t i n g ; 
30-LIGHT EAGLE 
ACETY L E N E 
G E N ERA TOR . 
fine condition, w it h s o m e g a s pipe pud 
fix Inres; 
One 1919 Model 
Wescott Automobile 
in fine condition. 
OLD. MAHOGANY 


M 
L. IKM.All \ N". OP T IC ! AN , 
R oo m 2, 
K in gs b u ry 
building, every 
W e d n e s ­ 
d a y * 
‘ 
______ 
6 -2 31 f 
DR. R; A. MOYE 
Veterinarian 
Office 21 E. Second 
Both Phones 213 
Off leo and Residence. 


XENIA MARKETS 


XE N IA G R A IN A N D PRODUCE 
Wheat, per bushel ...............................$2.25 
Oats, per bu 
.............................. 70c 
Corn, per bu ....................................... $1.8: 
I Rye, per bushel ............. 
$1.1" 
Timothy Hay ........................................$30.00 
Mixed Hay ......................................... $28.01 
Straw ..................................................... $8.00 
Creamery Butter, w holesale ........ 60c 
Creamery Butter, retail ................. 65c 
Oleomargine, retail ............................... 40c 
Oleomargine, ■wholesale ......................35c 
Eggs, wholesale ........... 
. ...3 0 c 
E ggs, retail ...............................................35c 
Chickens, wholesale .............................25c 
Chickens, retail 
................................... 30c 


Robert VV. Hu tch in s o n ami W a l t e r T. 
Hut chi ns on , m in o r heirs of 
E dw ard 
H ut ch in s on , decea se d , w h o s e place of 
residence is 
6210 
Chaplain 
a ve n u e, 
v bi) a g o , 
i l l i n o i s , ami C h arl es Ca rpe n­ 
ter, w h o s e place o f res idence 
is 
u n ­ 
kn own , xv i 11 t a k e no tice tha t on May 
29. 1919, .MarJ E. R iley hied lier p e t i ­ 
tion iii the court 
of 
c o m m o n 
pleas, 
Greene cou n ty. Ohio, p r a y i n g for the 
pa rt ition o f cert ain real estate, in the 
Oily of X eni a, Gre en e County, O h i o , o f 
w h ic h 
David 
H u t c h in s o n died seized, | 
and 
b e in g 
t w e n t y - f o u r an d 
o n e - h a l f • 
feet oil the east side of the E a s t Half 
o f in lot No. 12!* anil five (5) feel off 
the w e s t side of in lot No. 136, a g a i n s t 
the abo ve-n am ed, w i t h o th er de fo nd - 
ants s. 
Ba id petition a l l e g e s thai plain- 
till 
is seized of the o n e - s e v e n t h part 
of said premises. T he ab o v e na med are 
required to a n s w e r said pe titio n en or 
before Sa tu rda y, A u gu s t 2, ]91!>. 
MARY E 
KILEY. 
HOR AC E L. SMITH, A ttorne y; 
ti -iiill. ft*. 23,30^ 7-*?-14.' <r 
-*<$ 
.. 
^ 


LEGAL NOTICE 


CUC RT OF COMMON PL E A S, G R E E N E 
COUNTY, OHIO 
Iii 
Re: 
Tin X e n ia Rubin i 
ENTRY . 
Ma ii ut aid ii ring Company. 
I he 
i>*'t 11 ion. ac co u nt s, 
i n v e n t o r ie s ! 
ami affid av its required by law, ha vin g 
been filed herein, a s k i n g the di ss o lu - 
1 ion oi 
rile Xenia Rubber M a n u f a e t u r - I 
big Co mp an y, 
it 
is ordered 
that 
all I 
p er so ns Interested in the said C o m p a n y ! 
ho w cause, if atty th ere be, w h y said 
C o m p a n y s h oul d not be di ssolv ed , said 
cau se to he show ti before J. Ken ne th 
W ill ia mso n, 
wh o is hereby ap p oi nt ed 
Master t ’oiuinissioner, on 
Wednesday', 
the 
first 
da y 
of 
October, 
Itll!', at 
9 
o ’clock 
A. 
M., at 
the C o m m on 
I’leas 
Court 
Ro om 
in 
the Court 
House 
ut 
Xe nia , Ohio. 
C H A R L E S ll. KYLE . 
J u d g e of Hie Co m m o n P ic a s Court of 
(; i c e ne A 'oil ti I v . Oil lo. 
HARRY 
11. SMITH, 
Attorney 
for T he Xe ni a R u b b er Man. 
lu e t u r in g C om p an y 
6-23,30:7-7 


time took hp farming, and the family 
moved to their Springfield pike farm, 
where they are now living. 
Surviving Mrs. Faul with her hus­ 
band are five children: Charles, of 
laos Angeles; Ursley, 
of 
Santiago, 
Cuba; Kd. at home; Mrs- C. A. Riley 
of this city, and Beatrice, at home 
An uncle, Dr. Moore 
of 
Morrow’- 
town is her only living relative 
on 
her parents side. 
Funeral services will he held at the 
home at 1:30 Wednesday. In accord­ 
ance with Mrs. Faul’s often express­ 
ed wish, tho family requests 
that 
friends send no floral tributes. 


TO ALL WOMEN 
WHO ARE ILL 


This Woman Recommends 
Lydia E. PinkhanTs Vege­ 
table Compound—Her 
Personal Experience. 


MISS RUTH BARNES 
ENTERTAINS IN 
HONOR OF SISTER 


Miss 
Ruth 
Barnes entertained 
a 
company of young women at 
her 
home on High street, Saturday after- 


whose marriage to S. IL Staggers ol 
Tampico, Mexico, will be an event of 
June 28. 
The guests showered the bride-elect 
with then* favor Re" recites stud wrote 


McLean, Neb. — “ I want to recom ­ 
mend Lydia E. Pinkham ’s Vegetable 
Compound t o a 11 
women who suffer 
from any functional 
disturbance, 
as it 
has done me more 
good than all the 
doctor’s 
medicine. 
Since taking it 
I 
have a fine healthy 
baby girl and have 
gained in health and 
strength. 
My hus­ 
band and 
I 
both 
praise your 
med­ 
icine to all suffering 
women.”— Mrs. Joh n KOPPELMANN, R. 
No. I, McLean, Nebraska. 
This famous root and herb remedy, 
Lydia E. Pinkham’s V egetable Com­ 
pound, has been restoring women o f 
America to health for more than forty 
.............._.......................... ......... 
years and it will well pay any woman 
honoring her 
sister, 
Opal, 1 who suffers from displacements, in­ 
flammation, ulceration, irregularities, 
backache, headaches, nervousness or 
“ the blues” to give this successful 
remedy a trial. 
For special suggestions in regard to 
your ailm ent w rite Lydia E. Pinkbam 
Medicine Co., Lynn, Mass. 
The result 
of its long experience is at your service. 


H OU SE for KH lo $.’>•) 
do w n. 
balance 
like rent. John Ko fbi ne. A ll en bidi? 
6-25 


R E A L E S T A T E & loan*, n o te s n o u g h t 
Jo h n Harb iue, Jr., All en bldg.. 


FOR S A L E 
S e v e n 
room 
ho u se 
un 
W e st Hei'ond street, (.’heap if 
sold 
;*>on. 
T. M. Randal l. 18 Ce nte r St. 
6 - 2 4 


H O U S E S 
F O R 
SALE. 
5 ro om 
co t ta g e . 
I room c o t ta g e . 
6 room 2 «tt>ry f r a m e injure. 
6 ro om 2 s t o r y frame. 
Ii room 2 s to r y frame. 
6 room 2 story frame. 
5 room 2 s t o r y fr a m e 
And 
m a n y 
ot he rs, all 
in 
Xe ni a 
All 
h a v e 
gas, 
hard 
and 
s o ft 
w a t e r and 
s e w e r c o n n e c t io n arui are in go od r e ­ 
pair. 
Call 
C. 
Griesbuum. 
Bell 
17 OK 


Corrected 
John. 


LIV E S T O C K 
daily by Faulkner & St. 


STOP ITCHING E M A 
Penetrating, Antiseptic Zemo 
Will Help You 


Never mind how often youhav6 tried 
and failed, you can sunburning, itching 
eczema quickly 
by applying Zemo 
f urlushed by any druggist for 35c . Extra 
large, bottle, $1.00. Healing begins the 
moment Zemo is applied. 
In a short 
time usually every trace of eczema, 
letter, pimples, rash, blackheads and 
similar skin diseases will be removed. 
For clearing the skin and making it 
vigorously healt by, a1 ways use Zemo, t he 
penetrating, antiseptic liquid. It is not 
a greasy salve and it does not stain. When 
others fail it is the one dependable 
treatment for skin troubles of all kinds 
The E. W. Rose Co.. Cleveland. O. 


H O G S 
Heavy hogs 
hights and p 
S o w s 
............. 
Stags ............ 


$2(1.01) 
$ 18.50(0 19.50 
$17.00 
i- 2 OO 


CABINET 


C A T T L E 
Good h e i f e r s ............................ $7.00(a 7,5C 
Shipping steers .....................$9,006/10.00 
Bologna c o w s .......................... $1,506/5,00 
Cows ............................................ $5,006/6.50 
8 H E E P A N D L A M B 3 
Sheep .......................................... $6,006/8.00 
Spring l a m b s ..................................... $15.00 
LIVE i i i OCK 
Corrected 
daily by Mullen Bios. & 
Peterson. 
GOGO 
......................... $19.0061 19.50 
......................... $18,006/19.00 
.......................... $16.00® 17.00 
......................... $12.00® 13.00 


for me rly o w n e d by J u d g e Win. Milk.; 
rose w ood 
(iui.sh 
wa rdr ob e: 
paulasotH 
upho ls te re d 
arm 
chair} 
rock ers 
and 
oilier chairs; do uble burner ^a;> heat* 
I.ii. Move; I hot plate; s a n t i a i y couc h 
w i t h go o d ilia ti re ss; 
Finest Invalid Chair 
made, good as new-, -will) figured c o r d u ­ 
roy cu sh ion s; 25 ti. e x t e n s i o n ladder; 
la w n 
roller; Iron be dstead wi t h m a t ­ 
tress; ch en ill e por tiere cur ta in s; fire­ 
less co oke r; c o o k i n g ut ens ils ; man illa 
rope; 
50-gallon 
oil 
can 
w i t h 
pump; 
and m a n y tu n er userul and 
va lu a b le 
__ 
articles. 
T e r m s cash. 
Goods s h o w n I 
~ 
only on day of sale. Monk & W elk er t, I 
A1. 
auc tione er s. 
Geo. if. D i a n e , clerk. 
Matter All S e ttled . 
[ 
My neighbor's 
sun c a m p into 
th* 
. . ,, , ~ 
" ‘ house the other day, lending 
a child 
FOR a A LL I O L L I IO 
A N D LO G S, 
jju, juuujf 
\\> looked our astern* 
ishmeut, when we saw tho Utile quaint 
stranger, and 
be immediately made 


Mea vies 
Lights . 
Sows .. 
Stags 
. 


MA K E T H E MOST from y o u r c h i c k e n s 
by h a v i n g y o u r c o c k e r e l s capo nized. 
W h a t is a capon'.' A capon is an un­ 
sex od 
m a l e 
bird. 
W h a t 
wi l l 
they 
w e i g h ? F ro m six to 12 pounds. T u r ­ 
key prices for y o u r roosters. Til ink 
of 
it. C a p o n izin g a s p ec ia lty. 
Mrs. 
V ert ley 
Lewis,* Cit. 
7-804, 
Xe ni a, 
Ohio, R o u t e 6. 
7-14 


this announcement: “ I adopted her; 
Kin* wus all alone and crying, so I 
’dopted her and she can have all my 
toys, Veptiug my bicycle."—Chicago I 
Tribune. 


Thousands of cases of dyspepsia 


BUT ONLY ONE 
PEPSINCO 


PF.PS1NCO 
is 
the only indigestion 
remedy that we know— arid we know 
lots of $o called dyspepsia cures— that 
will almost infallibly relieve an attack 
of indigestion, food distress or gas. W e 
could almost make claims that would 
appear impossible, so seldom does this 
P R P S IN C O fail. 
But why not consid­ 
er the recommendation of thousands of 
people who have used P E P S IN C O on 
the basis of their belief in it. Try it your­ 
self. 
W e are sure that the suggestion 
will appeal to you— you who suffer 
with indigestion or stomach faults— 
tjy P E P S IN C O to day. 


Ask your druggist—he sells and 
recommends Pepsinco. 


After Baby’s Bath 
10,fi(*0 nurses will fill you thnt nothing 
k e e p the skin so free from soreness as 
Sykes Comfort Powder 
Its extraordinary 
healing 
and 
soothing 
power is n o tice a b le o n first application. 
25c at the Vino! and other drug store* 
T he Comfort Powder C o., Boston, Mass..- 


7 A DAY FOR I DAYS 


ll Your Nerves Are Shaky Be­ 
cause of Over-Indulgence in 
Tulia coo oc 


Alcohol or by 
Excess of Any 
Kind, Bio-Keren 
is What 
You Need Right Away. 


Don’t grow old before 
your 
time, 
don’t let nervousness wreck your hap­ 
piness or chances in life. 
The man 
with strong steady nerves is full of 
vigor, 
energy, 
ambition 
and 
con­ 
fidence. 
You can have nerves of steel, firm 
step, new courage and keen mind by 
putting your blood 
and 
nerves 
in 
first-class chape with mighty Blo-Fer- 
en, a new discovery, inexpensive and 
efficient. 
Men and women who 
get 
up 
so 
tired In the morning that they have 
to drag them selves to their daily la­ 
bor will in just a few days arise witii 
clear mind, definite purpose ami luads 
of ambition. 
All you have lo do Is to take 
two 
Bio Feren tablets after each meal and 
one at bedtime -7 a day for 7 days— 
then reduce to one after each 
meal 
until all are gone. 
Then if your energy and endurance 
haven’t doubled, if your mind 
isn t 
keener and eyos brighter, if you don't 
feel twice as ambitious as before, any 
druggist anywhere 
will 
return 
the 
purchase price—gladly and freely. 
Bio-Feren 
Is 
without 
doubt 
the 
grandest remedy for nervous, 
run­ 
down, weak, anaemic men and worn. 
Sen ever offered aud is not at all ex­ 
pensive. 
Sayre & Hemphill aud 
all 
packages. 


mfBringing Up Father 
.<> 
•rn*. 
• ♦ 
By George McMannui 


I I 
O O ^ A . N S » ) D v ( f F VS «M£WT- *LL 
J 
VAtCK 0<*4 lins- 'N IMI Zstwv - 
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*sND t h i n k . 
• HOV/ I t r y t o 


T O U - COR TOOP ^ C - ' D D O 
ANX VH'NCi 
fcOtriF. VtMC-b I M *50 UNHAPPY 
'' 
A’S » D O N T ( H I 0 K I’m 


FASCINATING TEETH 


How Every Wonton Can Quick­ 
ly Charm Her KriendH With 
Lovely Teeth, 
Clean, White and Brilliant 


If j ou want the 
cleanest of white 
teeth and healthy gums 
free 
from 
disease, an easy and quick way to get 
both is to use a tooth paste so elfeo- 
tD e and perfect that astonishing 
re­ 
sults usually com e in a week’s time. 
Arid the cost is so little. 
Just go 
to any drug or department store, and 
get a large tube t f SEN Iv EGO TOOTH 
PASTE for 35 cents 
Not only will it make your 
teeth 
clean and white, but ti will st lance 
remove any filmy codling, * help" to 
check Hie ravages of Pyorrhea 
and 
tiahish ‘acidity in the mouth. 
It la used by thousands of dei fists 
and Its sale h as 
been 
rems I 
Ulm about HEN BECO 
It’s 
a & 
should do at les^t 
twice a y 
Bv have a supply on haa 
other druggists in this city 
delightful and refreshing 


APv 
_ _ 
— „ 


FAGE SCT 
THE EVENING GAZETTE, MONDAY, JUNE 23, 1919, 


“ BEEZER" WEAVER 
PROVES STAR IN 
. 
RESERVE GAME 


W ith a crippled 
line-up and 
ari I 
off-day and the breaks cf the game j 
against them, coupled with the fact j 
that the visitors represented easily 
the strongest team the 
locals have! 
faced this season, combined to bring 
defeat to the Xenia Reserves at the 
hands of Middletown at Reserve Park 
Sunday afternoon, 
the score 
being 
9 2. 
When Big Bill Runt.., of Spring­ 
field, failed to show up at the local j 
grounds 
w ithout 
letting 
Manage! 
Foley know he would not pitch, and j 
when Fink, 
of Mechanicsburg, who, 
w anted a try-out in the 
box failed 
to livh up to 
his own qualifications. 
‘‘Beezer” W eaver, steady little third 
basem an cf the locals was the 'hero 
in the breach” who served them up 
during the balance of the contest 
W eaver perm itted but seven hit.- and 
if he could have kept his curve ball 
w orking w ith a little more control. 
he would have whiffed them all. Jesse 
h a s a huge curve th at is hard to con­ 
tro l and when 
lie had to throw 
stra ig h t one the visitors clouted the 
leather out of the lot. 
At that only 
seven blows were garnered off the 
third baseman. 
Weaver also annexed 
the first home run made by the R< 
serves this season. 
J Stiles was shifted to short to fill 
th e breach made 
by Leakey’s 
ab­ 
sence, this lad being unable to per­ 
form. 
Burdette Farley, of Port Wil- 
Ham, played the keystone sack and 
Robinette took Fuller’s place in the 
outfield. 
A fter Weaver went in the 
box Fink was placed in right field 
and Cline took third, where he oer- 
formed like a madman, and made a 
regular “dead-man’s corner” around 
the difficult sack. 
The team was un­ 
balanced by the changes however, and 
was generally off color. 
The visitors scored three in the first 
when Fink walked the first man un. 
who stole second and took third on 
Randall’s wild threw7, scoring when 
M arts w7as safe on Fink’s off-throw. 
Woods wras safe on a fielder’s choice 
to get M arts and Cope rapped a home 
run. In the second Lackaff and Adams 
each doubled. 
Davis was safe when 
Bath dropped 
Stiles’ throw7, 
M arts 
sacrificed and Woods walked, three 
scoring during the melee. 
In the lo­ 
cal fourth, W eaver pulled the grand 
sensation when he knocked the first 
home run made by a Reserve this sea­ 
son. clouting the 
pill over the 
left 
fielder’s head for the full circuit. 
In the fifth. Woods repeated 
the 
performance for the 
visitors, ham ­ 
mering the ball to left for four bags. 
In the sixth Davis singled, stole sec­ 
ond and went to third when Farley 
muffed the throw. 
He scored when 
Marts singled. In the local sixth Bath 
singled and so did Robinette, Cline hit. 
into a double plav, Marts unassisted 
to Cope. 
Randall 
singled 
scoring 
Bath. 
In the seventh the visitors an­ 
nexed another when Dutch was safe 
on Stiles’ w7ild throw7, 
advanced on 
Cope’s out aud 
scored on 
Peake’s 
single. 
Tile score: 
J 2 3 4 5 6 7 8 9 R H F 
Reserves . . 0 0 0 1 0 1 0 0 0 2 5 7 
Middletown 3 3 0 0 1 1 1 0 0 9 8 3 
The lineup: 
Reserves—"Weller cf, 
Stiles ss. Earley 2b. 
Weaver 3b-p, 
Bath lh, 
Robinette lf, 
Cline rf-3b, 
Randall c, 
Fink p-rf. 
Middletown— 
Davis 3b. M arts 2b, Woods ss. Cone lh, 
Peake rf. 
Bonders lf. 
T^ckoffer c, 
Adams p. 
Umpire—Robinson. 


SIGNOR NITTI ASKED TO FORM NEW CABINET; TITTONI, 
TO REPLACE SONNINO. 
SHORTHORN RREEDERS 
FORMER ORGANIZATION 


The Greene County Shorthorn Asso­ 
ciation. 


INVITATIONS FOR 
DANCE ISSUED 


Dance lovers are anticipating witli 
j pleasure 1 lie dance to be given by a 
This is the name of a new7 livestock iof>al committee at Kilkare Park next 


‘Fr'jk.yvces'co 
JNvtt-l 
V 
Term, rn a^ro Tt-'tto rut > 


King Victor Emmanuel has given Francesco Nitti, form er Minister of 
the Treasury, unofficial 
mandate to form a 
Cabinet to succeed 
th a t of 
Premier Orlando, according 
to a dispatch from Rome. 
Form er Premier 
Tittoni will be Foreign Minister, replacing Baron Sqnnino. 
The selection of 
Francesco S. Nitti as Premier of 
Italy will undoubtedly have 
the effect 
of strengthening the Italian position in the diplomatic world. 
Nitti re- 
signed his portfolio as Minister of the Treasury 
in the Orlando Cabinet 
’ as a result cf a disagreement 
over Orlando’s attitude 
toward the Peace 
Conference, particularly with regard to the issue of Fiume. 
N itti took the 
ground that for Italy 
to insist upon getting Fiume, 
thus depriving the 
Jugo-Slavs, the Czechs, 
the H ungarians and 
the Serbians of access to 
the sea, would have the result of converting them all into enemies. 


organization which was formed at a 
meeting held in the court house as­ 
sembly room Saturday. 
County Agent 
Ford 
S. 
Prince, 
at w7hose suggestion the meeting fork 
the purpose of organizing shorthorn 
breeders w7as called, presided. The fol­ 
lowing 
officers for the association 
were elected. 
President R. D. Williamson, vico­ 
re s id e n t, L. E. Oldham; 
secretary, 
A. E. Shoup; treasurer, Albert An- 
keney. 
The executive committee con­ 
sists of Charles Mendenhall, 
Wayne 
Oglesbee, and 
William 
Ifyslop 
of 
Clark county. 
This committee will 
hold a meeting next Saturday for th© 
purpose of deciding whether or not 
the organization should hold a sale of 
live stock next fall. 
The State Shorthorn association is 
eager to have a like organization in 
every county or grolip of counties in 
the state. 
It is possible 
that 
the 
Greene county association may later 
include several surrounding counties 
in w’hich no organization exists. 
Greene county is the leading live­ 
stock county in Ohio, and one of the 
leaders in the United States, and or­ 
ganization of its stockmen is an im- 
portant feature. 
Twentv-five short- 


Thursday evening. 
The dance will in 
traduce an innovation in the way of 
music, Sholenberger.’s 
orchestra of 
Piqua, Ohio, having been secured to 
furnish the jazz. 
Invitations reading as follows have 
been issued: 
“Yourself 
and 
ladies 
are invited to attend a dancing party 
to be held ut KilKare dancing pavil­ 
ion, Xenia, 
Ohio. 
Thursday 
night, 
June twVn'ty-sixth. 
Something new. 
SholenbeTger’s 
orchestra. Piqua, 
O. 
C. ti. Phillips, C. 
I*. Johns, J. Kany. 
Cots o’ pep.”' 


REV. HANSHUE BIDS 
FAREWELL TO DAYTON 


Rev. W. K. Hanshue, form er pastor 
of the 
Lutheran church 
in Xenia, 
conducted his farewell 
meeting a t 
Grace Lutheran Church in Dayton 
Sunday and will leave this week for 
Peabody, Kan., having accepted a call 
firom. St. P a u l’s L utheran ChurcJv 
Rev. Mr. H anshue has 
served as 
pastor of Grace Church for the last 
fiv# years and during th a t tim e the 
congregation has made considerable 
progress. 
As a token of appreciation 


SEVERAL PRETTY 
AFFAIRS FOR GUEST 


Miss Jane Ferguson of W ashing­ 
ton, Penn., 
who is 
visiting 
Miss 
Elizabeth Galloway, has 
been 
the 
guest of honor, at several 
very de­ 
lightful affairs. 
Friday 
afternoon, 
Miss 
Eleanor 
Routzong gave a lawn party a t her 
lovely home .gun the Fairfield 
pike, 
which was enjoyed by 15 girls.'Cool­ 
ing refreshm ents w7ere served, and 
the girls had a m erry time. 
Miss M artha Bryson entertained at 
dinner for Miss Ferguson’s pleasure, 
Friday night, at her home 
on 
the 
Springfield pike, at which there were 
covers for 12. 
Last Monday night a dinner 
was 
given in Miss Ferguson’s 
honor by 
Dr. and Mrs. Jesse Johnson. 
Several other affairs are planned 
to be given during the time this pop­ 
ular former Xenia girl is here. 


horn breeders were present at S a t - i 
reception recently was tendered to 
urday’s m eeting 
and 
will 
become ; n 
^ 
-- 
- 


GRANGE NOTES 
+ 
* 
I + 
' + 
Remember the big Grange picnic ar j + 
KilKare Park. Thursday. July 4. 
Two + 
great speakers, Taber and Ketchum. 
j + 
Don’t forget the Juvenile 
Orange + 
+ 
♦ 
♦ 


N EW 
CLASSIFIED 
TODAY. 
ADS 


Public Sale Household Goods 
For S a l e ..............................House 
For S a l e . . . . . . 7-room House 
For Sale ...................... Dresser 
For Sale 
Celery Plants 
Wanted ......... Harvest Hands 
W anted ................9-room House 
Optician 
.......................... Uolahan 
For Sale 
Ladies Suits 


meeting 
charter m embers of the organization. 
About tw enty 'members were se­ 
cured for the organization on Satur­ 
day and every shorthorn breeder in 
Greene countv is invited to become a 
^member of this association. 
The sec­ 
retary will be glad to explain the as­ 
sociation to any one interested. 
This is the second breeders organiza­ 
tion formed in Greene county this 
year. 
The Poland China men h a v in g , 
organized some months ago. 
Although this association is called 
the Greene County Shorthorn Breed­ 
ers association the membership will 
be open to men in surrounding coun­ 
ties who are interested. 


Rev. and 'Mrs. Hanshue and a sub­ 
stantial purse was presented to him. 
Rev. C. A. Robertson, of Elwood, Ind., 
who has been chosen pastor of Grace 
Church, will assume his 
duties on 
August I. 


T E L E PH O N E YOUR W ANT 
TO T H E GAZETTE. 
ADS. 


Bird of Peculiar Nam*. 
All the way from Australia comes 
the brown kingfisher, or the socalled 
laughing Jackass. 
H e K called that 
because of tim song lie sings. 
The 
Only reason it is called a song is be­ 
cause he is a bird. and all birds are 
sublimed to hav'- songs: hut whatever 
tt is that is called a song I- something 
that sounds like a hee-hawing mule. 
Iii his native haunts tills peculiar hfi-M 
subsists largely on live ftkli, hut in cap­ 
tivity, unless small fresh fish are eas­ 
ily obtainable, he t a k e s readily to a 
incut diet. 
If a fish, mouse or spar­ 
row is given to him lie will tuk«^it 
la his strong hill and ham mer it con­ 
tinuously against his perch or the vvCre 
Until it is almost a pulp. 
This prac­ 
tice aids digestion. 


picnic at Kelly farm. Yellow Springs, 
July 19th. 
Caesarcreek Grange 
conferred the 
third and fourth degrees on a class of 
21 on last Tuesday evening. 
A large 
crowd was present, including a mini- I ♦ 
7 
, 
ber of visitors from 
other 
Granges. | + + + + + + + + + 4 
This Grange has a splendid orchestra j 
-------------------------- 
which played several selections while j p n m t l O 
H A I I CX/ 
refreshments were served. 
OrHINb VA.LLtT 
Beaver Grange took in a class of 4 t 
last Thursday evening. 
Tile 
Xenia 
degree team conferred 
the 
degrees 
and they brought a number of other 
members from 
Xenia 
Grange 
with 
them. 
Several visitors 
were 
also 
present from Caesarcreek and 
Fair­ 
field Valley Granges. 
Extensive plans are being made for 
the Juvenile Grange picnic Saturday, 
July 19th, af the E. S Kelly farm, one 
mile north of Yellow Sprrngs. 
In the 
afternoon the exercises will he held in 
the 
Yellow 
Springs 
opera 
house. 
There are four Juvenile 
Granges in 


I[FORMER XENIAN TO 
WED NEW YORK GIRL 


STORE IS SOLD 


the county, Fairfield 
Springs. Xenia and Caesarcreek.* Each 
Grange will furnish a fifteen minute 
program and the Juvenile degree work 
will also be given. 


M. N. Douglas the Spring Valley 
real estate man 
sold C. A. Sellers’ 
grocery to Mr. Frank Potter, of Cen­ 
terville. Ohio. 
Mr. Potter has been 
in business a number of years and 
has made a g reat success of his busi­ 
ness. 
Mr. Potter will piaco a good 
man at the head of the store in Spring 
Valley, and by 
adding a line 
or 
two, expects to be prepared to give 
Val! \ * 'veil av ‘ 
Peol^(1 satisfaction, and operate a 
I successful business. 


Xenia friends xviii be interested in 
the engagem ent announcement 
of 
Carl W. Burrous, former Xenia 
boy 
and nephew ow Mrs. Geo. Shoades of 
this city to Miss Janice Sutton of New7 
York City which has just been made 
in the New York Sun. 
The announcement reads: ‘‘Captain 
and Mrs. Eslie 
L. 
Sutton 
an­ 
nounce^ the engagem ent of 
theft* 
daughter Janice Lyle Sutton to Carl 
Wm. Burrous, U. S. N. of Ohio, now7 
attached to the destroyer “ Ijamber- 
ton.” 
No date has been set for the 
wedding.” 
Mr. Burrous studied telegraphy in 
th is cit 
following hi.- high school 
course h r**, being connected with the 
lo c a l W estern Union office. Ile was 
lo c a te d in Columbus before his enlist­ 
ment in the Radio service of the Navy 
some time ago. 


EYE-GLASSES 
CORRECTLY FITTED 
Add years of comfort and 
pleasure to one’s life. We 
can do this for 
you 
by 
means of the latest scien­ 
tific methods. 
Give us a 
call. 
Charters & Wagner 
OPTOMETRISTS 
At Thorb Charter’?, J e s te r 
44 East Main Street 


Egyptian Pyramids. 
It took 123,000,645 slaves, working 
14 hours a day for three centuries to 
complete the pyramids of Egypt, and 
the mummies 
export et 
from 
them 
have not brought, all told, $1,000,000. 
—New York Sun. 


SOCIETY 
LEADER 
GOING 
TO 
FRAN CE 
TO 
SIGN > HER 
DIVORCE DECREE. 


GOING DOWN HILL 


OF ILL HEALTH 


VERY RAPIDLY 


Rut 
Her Downward Progress 
Was Stripped 
By a Single 
Bottle of Nerv-Worth. 


Th] 
made 
VLVitf 
Wa 


rom an 
i sh ort ti 
d ru g g ist 
e 
ll 
G 
na1 


I 'n 


•n in 
I did 


•ment 
and 
a r u m 


d r 


cond ti ton. 
force to pj 
It would ft 
my Btomac 
with my h 
flutter and Inter 
faut and losing 
Was very uneasy aboil 
and could not sleep. 
I purchased one bot 
WorUi from you and a 
directed I am a chang* 
the troubles men lionet. 
pet red arid am geuir.f* 
weight and ain 
happy 
make this 
statement, 
certainly is a wonder! 
MRS J. 
7H 1-2 Morgantown St., 
Your dollar back at 


MISS FRANCIS RINCK 
I 
HOME FOR VACATION 
* 


Miss /"ranees Rinck, who has been 
i teaching in the public schools at Kent, 
' arrived home yesterday to spend the 
vacation period in Xenia. 
She receiv­ 
ed her diploma of graduation from 
the State Normal 
School at Kent, 
June 7. 
Miss Rinck will not return 
1 to Kent next term, but will teach in 
j the Akron schools, having received a 
very flattering offer to go to that 
I city. 
She has been 
employed 
as 
; teacher of the second grade in Lin- 
! coin school, Akron. On her way to 
Xenia, Mi-s Rinck stopped at Galion, 
I to see her sister, Miss Alice Rinck, 
j who is manager of a millinery store 
. there. 


iW. CLIFFORD LONG 
I 
AT POINT OF DEATH 


News that W- Clifford Long, 
is 
; lying at the point of death from 
I diabetes and complications at 
his 
j home in Washington, D- C-, has been 
received with much regret by 
the 
I many loyal friends of this popular 
former Xenian. 
Mr. Long’s condition 
} became serious about *ix months ago, 
at which time he sold out his auto­ 
mobile business in the capital owing 
to hr- 
tate of health. 
He has been 
one of the best known business men 
j in Washington, and was also proml- 
, dent us a lodge man. 


GALLOWAY 
& 
CHERRY 


Draperies 
Carpets 
Curtains 
Rugs 


TENTS FOK RENT 


Bat You Mast Drive It Out of 
Your Blood. 
Catarrh 
is 
annoying 
enough 
■when it chokes up your nostrils 
and air passages, causing difficult 
breathing and other discomforts. 
Real danger comes when it reaches 
down into your lungs. 
This is why you should at once 
realize the importance of the prop­ 
er treatment, and lo->e no time ex­ 
perimenting with worthless reme­ 
dies which touch only the surface. 


To be rid of Catarrh, you must 
drive the disease germs out of your 
blood. 
Splendid results have been re­ 
ported from the use of S. S. S., 
which completely routs from your 
blood 
the 
Catarrh 
germs, 
for 
which it is a perfect antidote. 
If you wish medical advice as to 
the treatm ent of your own indi­ 
vidual case, write to Chief Medical 
Adviser, 42 Swift Specific Co., At­ 
lanta. Ga. 


tic 
of 
Nerv. 
icr using if as 
d woman 
All 
have 
disap- 
stlength and 
to be able 
to 
N’erv-Worth 
ii medicine. 
B. BOYCE, 
Uniontown, Pa. 
4ayre it Hemp* 
hill’s, Xenia. I* Nerv-Worth doen not 
tin tor you what it did for Mrs. Boyce, 
W, F. Ha rpm 
Heil* 
Nerv. Worth in 
Jamestown 
»,dv 


I d t v E k iL ip J^y'©Iv<£ 


Mrs. Philip M, Lydig, of New York, I 
well known society leader, will leave 
shortly for France on the steam er 
Espagne. 
While in Paris, Mrs. Lydig 
will sign her final decree of divorce 
from Major Philip M. Lydig, U S. A. 
from whom she Jihf. been separated 
for several years. 
The divorce pro­ 
ceedings were instituted in JHI4, but 
were not pressed until the end of the 
war. In 1895, when only sixteen years 
old, Mrs. Lydig married W. K. D. 
Stokes, from whom -.he was subse­ 
quently divorced. 
Although, the di- 
i vorec papers awarded the custody v t 
I W. L. I). Stokes, Jr., to Mrs. Lydig, 
j she relinquished the on to bis father 
shortly atter her marriage to Major 
1 Lydig, 


Need for Both Law and Sword. 
In all government there must of no* 
eeiwKy be both the law brid the sword; 
laws without arm s would give uh not 
Iil>erty hut licentiousness, and arma 
without laws wmild produce not sub­ 
jection but slavery.—Colton. 


FOR SALE 


7 KOOT SECOND HAND 


WHEAT BINDER, 
WITH 


TONGUE TRUCK, $75.00 


GREENE COUNTY 
. HARDWARE CO. 


Paint! Paint! 


BRIDGEPORT STANDARD PAINT 
“THE PAINT THAT LASTS” 


CHI-NAMEL VARNISHES 
(All Colors) 
Fred F. Graham 
17-19 Whiteman 
“Out of the high rent district.” 


To improve P aint W ork.- 
* 
To put a varnlsh-like gloss on doors, 
get half a pound of glue, put it Into 
a saucepan with about n 
quart 
of 
water, and boil till dissolved. 
When 
the doors are washed, take a clean 
cloth, dip It In tile size, and rub all 
one way, being sure to go over the 
door to Insure a smooth surface. 


f 
TIFFANY 
Will correct defective vis­ 
ion and strengthen weaken­ 
ed sight thru the careful 
•$* fitting of correct lenses 
Y 
TIFFANY’S service is par- 
painstaking 
and 
% ticular, 
X accurate. 
♦I* 


sr* 
‘far. 


HEADACHE 
Caused by 
Acid-Stomach 
Ye*, indeed, more often than you think. 
Recalls* AOID-STOMACH. starting with iu- 
dideation, heartburn, belching, food-repeat­ 
ing, blout and gas. if not checked, will even­ 
tually affect every vital organ of the body. 
Severe, blinding, splitting Headaches are. 
therefore, of frequent occurreuce aa a result 
of this up set condition. 
'fake EATON IC. It quickly banishes acid- 
stomach with its sour bloat, pain and gas. 
It aids digestion—helps the stomach get 
full strength 'from every mouthful ot food 
you eat. Millions of people are miserable, 
weak, sick aud ailing because of ACID- 
STOMACH. Poisons, created by partly di­ 
gested food charged with acid, are absorbed 
into the blood aud distributed throughout the 
entire system. This often causes rheumatism, 
bUiousntss.cirrbosisof the llver.heart trouble, 
ulcers and even cancer of the stomach. It 
robs its victims of their health, undermines 
the strength of the most vigorous. 
If you want to get back your physical and 
mental strength—be full of vim and vigor— 
enjoy life and be happy, you must ret rid of 
your acid-stomach. 
In EATONIO you will find the very help 
you heed and it’s guaranteed. So get a nig 
f>0c box from your druggist today, ll it 
fails to please you, return it and he will re­ 
fund your money. 
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Protect the Products of 
Farm, Garden and Orchard 


In order to have good fruit, flowers, vegetables aud 
farm products, 
a constant warfare 
must be 
waged 
against insects and other destructive agents. 
However, there is not much need 
of going after 
them unless you are 
armed with the most 
effective 
destroyers. 
We can supply just what is needed for any special 
purpose. 
Besides Paris Green, London Purple and other well­ 
known destroyers there are a variety of things not so 
commonly known and used. 
For instance—Arsenate of Lead is often used in 
place of Paris Green. Rain does not wash it off the 
vines and leaves 
Bordeaux Mixture is also widely used for spraying 
purposes. 
Rose Nicotine is another thing you should keep in 
mind if you wish to raise roses. 


BE SURE TO SEE US WHEN YOU NEET) INSECTI­ 
CIDES OR SPRAYING SOLUTIONS 
Sayre & Hemphill 


“THE REXALL STORE” 
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Constipation 


YOU NEED NOT 
SUFFER FROM CATARRH 


T 


h e r e is n o th in g equal to Chamberlain’s 
Tablets for constipation. When the proper 
dose is taken their action is so agreeable and so 
natural that you do not realize that it is the effect 
of a medicine. These tablets possess tonic proper­ 
ties that aid in establishing a natural and regular 
action of the bowels, Chamberlain’s Tablets have 
cured many cases of chronic constipation. 
Chamberlain's Tablets 
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Out on the Farm 
Needs 
FOR HARVEST DAYS 
TIN CUPS 
WATER BUCKETS 
WASH BASINS 
DISH PANS 
STEW KETTLES 
COFFEE BOILERS 
FRY PANS 
SKILLETS 
ROASTING PANS 
BREAD PANS 
CAKE PANS 
PIE PANS 
TIN, ENAMELED and ALUMINUM 
COOKING UTENSILS 
PRICES TO SELL. 
Frank B . Scott 
No. 30 West Main St. 
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